SAVE about $250. a year per Elevator 


You owe it іс your 


building to instoll 


the new ene 


MODEL A—for elevators 


ON YOUR ELEVATORS 


RESULTS HAVE BEEN AMAZING 


Ф The greatest fire hazard in 
your building may now be com- 
pletely eliminated. 


e Savings in electric current 


approximate 24% to 44% with 
Elsco Safety Roller Guides and 
since elevators consume the larg- 
est amount of electricity in build- accident. 


Dry rails and shaftways are now the recog- 
nized modern and only proper way of elevator 
operation. It is common knowledge that in the 
event of fire, elevator shaftways with inflammable 
oil and grease act like flues and help the rapid 
spread of fire. Modernize your elevators so that 


you may save life, property and money. 


ings the amount of savings is 
tremendous. 


© Hatchways no longer need 
cleaning to remove grease, result- 


ant dirt and filth. 


ө Emergency safety jaws hold 
much better in the event of an 


MODEL C — for counterweight 
and low rise, low speed 
elevators 


Elsco Safety Roller Guides have now been in 
operation since 1941. They have been approved 
unanimously by the Board of Standards and 
Appeals of New York City. They have been in- 
stalled in leading buildings from coast to coast 
and abroad. They are the only safety roller guide 


with oscillation, traction and knee-action. 
$. (Patented and Trade Mark Registered) 


For Further Information Inquire of your dealer or 


ELEVATOR SAFETY CORPORATION · 


DEPT, R3 


165 Broadway, New York City 6, New York 
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„„„һауе you planned 
the power distribution system? 


Designing a new production area? Every- 
thing laid out to do the job you've planned? 
'Sure it is. | 

BUT ... have you planned for the best 
system to power the new production lines? 
Their ability to produce depends directly 
on this power system. 

Will the distribution system save your 
client money over a period of years? Have you 
thought about future loads? Is it flexible 


Willitprovidethevoltageregulation needed? 

Whatever the problem— Westinghouse 
can help you find the “опе best" system for 
the plant you're designing. 

Our engineers have worked with all types 
of industries for a good many years. They've 
found new and better answers to all phases 
of power distribution. Westinghouse offers 
this co-operation to all architects in getting 
power to do the best job at the lowest 


enough to handle shifting production lines? ^ possible cost. J-94788-A 


Here's REAL help for your "System Planning" 


1. A New 34-Page Booklet: "Industrial Plant Distribution Sys- 
tems" B-4045. Fact-filled pages and colorful diagrams present 
the basic systems most widely used in Industry today. Find out 
how to choose the best system for the plant you're designing. 


2. System Selector: A wealth of information condensed to a 
pocket-sized selector! In a matter of minutes you can make pre- 


liminary decisions on the system that answers your requirements, |ui 
М 


3. Color Movie: Get all the facts visually! This 16-mm, full- bis - aul 
color movie is a 20-minute dramatization that will point the way : 
to new economies in plant power distribution. Ask one of our 
representatives for a free showing of “Тһе Right Power Dis- 


tribution System", No obligation, of course. 


йй, 7 


Get this key information on system planning NOW. Call your 
nearest Westinghouse office. Westinghouse Electric Corpora- 
tion, P. O. Box 868, Pittsburgh 30, Pennsylvania. 
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This hospital 
power plant 
cures pipe ills 
with 


WRC 


Since water is the life-blood of 
every power plant, an unfailing 
supply is of first importance. In the 
recently-completed plant at the 
Kankakee (Illinois) State Hospital, 
the job of safeguarding this service 
was entrusted to wrought iron. 
Over thirty tons of Byers Galvan- 
ized Wrought Iron pipe, in sizes 
from 65 to 8-inches, was installed 
in the supply system, and in ex- 
tending the water distribution sys- 
tem in certain adjacent areas. The 
material was already being utilized 
for maintenance work on conden- 
sate return lines in the steam dis- 
tribution system. 

Power plants in all sections of 
the country are using this same 
time-tried method of protecting wa- 
ter lines. The wisdom of the choice 
is confirned by many comparative 
records of wrought iron still serv- 
ing in water lines after thirty— 


forty—and even fifty years, in areas 
where low-first-cost piping materi- 
als required repairs and replace- 
ment in a fraction of the time. The 
condensate return application is 
another that follows established en- 
gineering precedent. Condensate 
is always aggressive, and wrought 
iron has proved itself remarkably 
successful in resisting attack. 

The corrosion-resisting proper- 
ties of wrought iron are the direct 
result of its unusual composition 
and structure, which are duplicated 
in no other material. Tiny fibers of 
glass-like silicate slag, threaded 
through the body of high-purity 
iron, halt and disperse corrosive 


attack. These fibers also help to 
anchor the initial protective scale, 
which shields the underlying metal. 

It is helpful, in applying wrought 
iron in the many places where it 
can reduce repairs and mainte- 
nance, to know something of how 
it is made, how it resists corrosion, 
and where it has been used. All 
this is digested in the booklet, THE 
А B C's OF WROUGHT IRON. 
May we send you a copy? 

A.M. Byers Company, Pittsburgh, 
Pa. Established 1864. Boston, New 
York, Philadelphia, Washington, 
Atlanta, Chicago, St. Louis, Houston, . 
Salt Lake City, San Francisco. 
Export Division: New York, N. Y. 


Corrosion cod you more Than wrought ion 
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Meserve GOOD 77 


а Control | à 


these ‘portant advantages | are ена y users of. 
Р ) WERS Pneumatic Systems of Temperature 
Many 25 to 40 year old installations 
: iving аы regulation. 


Powers Packless Radiator 
Control Valve 

* Provides Double Safety against 
Water and Vacuum Leakage. Avail- 
able with angle or straightway valve. 
Same size as standard radiator valve. ' 


Gir Conditioning 
Exposition 
STATE FAIR GROUNDS - DALLAS 
JANUARY 23271950 


Powers Radiator 


When You Need Help on your 


Control Valve problems of temperature and humidity 
* = zm У control take advantage of our 58 years of 
AIVE TOP еа» experience in this field. There’s no obliga- 


Available with angle or 


straightway type valve tion... Contact our nearest office. 


CHICAGO 14, ILL., 2752 Greenview Ave. e NEW YORK 17, N. Y., 231 East 46th Street 
LOS ANGELES 5, CAL., 1808 West Elghth Street e TORONTO, ONT., 195 Spadina Ave. 


Sizes 
1/2 to 1" incl. 


THE 
POWERS REGULATOR CO. 


OFFICES IN 50 CITIES—SEE YOUR PHONE BOOK 
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GOOD Buildings | 


POWERS туре p PNEUMATIC | 
THERMOSTATS 


Have durable covers with plastic 
insulating bases. Can be furnished 
with removable key, attached 
knob or concealed adjustment. 


* SMALL SIZE—Fits in small vertical 
spaces. With piping installed in mini- 
mum thickness walls or exposed on wall 

Е surface, thermostat projects опу 2/4”, 

ж POWERS THERMOSTATS 

often give 25 to 40 years of dependable service 
Ж SIMPLE CONSTRUCTION— Minimum of maintenance 
ж FEW MOTION MULTIPLYING PARTS to get out of order 
and require repairs 
ж USE LESS COMPRESSED AIR 


ж GRADUAL CONTROL — First and original gradual acting 
thermostats were made by POWERS —Insures more 
ACCURATE regulation 


ж DIMENSIONS for standard Type D or | 
Day and Night or Summer and Winter 
Thermostats: Н 5%" x W 2%" x D 2%", 


‚ Powers Standard Radiator Control Valve 


Valve Top Diameter 4-1/4" 


Packing can be adjusted on the job 
: e * viant removing Чор , 
"ars * Bellows can be replaced without 
removing valve from service 
* Closing point adjustable on the job 
* Small size, pleasing appearance 


Aluminum 
Top 


‚ Available with angle or straightway type valve in 
sizes 1/2" to 1-1/2" inclusive. 
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Insist on stability... 


... insist on OZALID! 


When you duplicate with Ozalid, you save precious 
time and expensive labor. 

For Ozalid copies anything written, drawn, typed, 
or printed on translucent material in as little as 25 
seconds! 


Е TIME 
SAVE ANO MONEY! 


When you duplicate on Ozalid, you save still more 
time and labor! You needn't waste time "learning" 
the characteristics of each new batch of sensitized 
material. 


LIKE PEAS 
IN A Pop! 


Because rigid laboratory control insures that each 
shipment of Ozalid material will give the same per- 
formance as the last shipment and the shipment be- 
fore that. 


Don't copy...use 


OZALID 


Ozalid, Johnson City, N. Y. Dept. 110 


А Division of General Aniline & Film Corp. 


*From Research to Reality? 


г 
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Month after month, shipment after shipment, you'll 
find this constancy in speed, in density, and in color. 
You'll find excellent fade-resistance, Physical 
strength, storage life, dye density, and ease of devel- 
opment are kept in scrupulous balance. 


Another Ozalid Advantage is the nationwide serv- 
ice organization at the other end of your telephone. 
These technically trained business wizards will keep 
your Ozalid operation at top efficiency, will help you 
work out new methods of getting more done with less 
work ...through Ozalid! 


‘WRITE 
орау! 


If you don't know what the above is all about 


... you better hustle a letter requesting the full story 
of the newest business system, Ozalid. A FREE book- 
let explaining how error-proof Ozalid duplicates just 
about everything in seconds, is yours for the asking. 
If you're too busy to write, look in your classified tel- 
ephone directory. 
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CONSTRUCTION OUTLOOK 


By Thomas S. Holden, President, F. W. Dodge Corporation 


FOR 1950 


and Clyde Shute, Assistant Vice-President; Manager, Statistical Research Division 


HE 1950 construction market will be 
T buyers’ market. Restoration of nor- 
mal competition is one phase of the cur- 
rent adjustment that may be said to be 
completed, in construction and in most 
other sectors of business. 

Construction volume in 1950 will 
probably be very close to 1949 volume, 
odds favoring a moderate reduction in 
the total of contract dollars, rather than 
an increase. 

This is equivalent to saying that the 
upturn in contract volume which took 
place in August and September of this 
year does not yet, in our opinion, show 
signs of being the beginning of a broad 
and sustained upswing. 

1f this appraisal is correct, it records a 
curious situation. The upturn in volume 
was accompanied by a firming of mate- 
rial prices and a leveling of construction 
costs, after twelve months of downward 
adjustment. In the past, attainment of a 
like degree of stabilization frequently 
constituted a base for broad expansion 
of the economy and a significant increase 
in construction activity. This was largely 
because a construction upturn repre- 
sented in the main a return of private 
investment confidence. Today any ap- 
praisal must include guesses as to what 
big labor unions will do to key indus- 
tries, what our own government will do, 
what impacts foreign economic condi- 
tions will have on American economy. 

For this reason the opinions of quali- 
fied economists on the general economic 
outlook have assumed increased sig- 
nificance as background for estimating 
future construction trends. We find our- 
selves in substantial agreement with the 
majority of the views expressed by the 
108 economists who contributed their 
opinions on the business outlook to 
F. W. Dodge Corporation's latest sur- 
vey. They expect continuation of mar- 
ket readjustment in 1950 and moderate 
downtrends in wholesale commodity 
prices, cost of living, consumer spend: 
ing, industrial and general business ac- 
tivity. А majority of them expect re- 
duced volume of private nonresidential 
building and engineering contracts and 


increased volume of public nonresiden- 
tial building and engineering contracts. 
While two-thirds of them expect reduced 
housing volume, the other third expects 
moderately increased housing activity. 

While a prospect of a downtrend, 
however moderate, does not make excit- 
ing reading, it should be reassuring. The 
expected moderate downtrend is from a 
total contract volume which, in terms of 
dollars though not in terms of physical 
units, is likely to be the highest on rec- 
ord. By the end of September, 1949, the 
37-states contract total recorded by 
Dodge had passed the dollar total re- 
corded for the first nine months of 1948, 
with considerable likelihood that the 
fourth-quarter figures this vear will ex- 
ceed those of last year. Even this guess 
about the final quarter of this year is 
subject to the qualification that current 
strikes, if prolonged, could result in a 
serious setback between the date this is 
written and the end of December. 

Our estimates are presented in Tables 
1, 2, and 3, which do not require much 


: detailed explanation. 


The figures of Table 1 are presented in 
physical units, millions of square feet of 
new floor space, comparable to the floor 
space figures regularly recorded by 
Dodge. 

For nonresidential building moderate 
declines are expected in classifications 
which depend principally upon private 
investment, moderate increases for 
those predominantly publie. The most 
conspicuous figure is the 20 per cent 
drop estimated for religious buildings in 
1950. This is a drop from peak volume; 
if realized, it would leave a volume which 
was exceeded only in the years 1948 and 
1949. Commercial and manufacturing 
buildings, expected to decline shghtly, 
are not likely to resume an upward trend 
until there is a decided uptrend in gen- 
eral business and industrial activity. 

Considerations affecting the residen- 
tial building prospect are mixed. Tend- 
ing toward increasing activity are such 
factors as these: enormous consumer in- 
comes, high level of personal savings, the 
recent re-entry of increased numbers of 


home buyers into the housing market 
after the lull of early 1949, the momen- 
tum of the current boom supported by 
favorable financing terms, the expected 
distribution of $2,800,000,000 to veter- 
ans as an insurance dividend in 1950. 
The enlarged public housing program, as 
authorized in the Housing Act of 1949, 
might temporarily increase the number 
of housing starts over the number that 
would otherwise be made, but will not, 
we believe, as a long-range proposition 
increase the total number of units that 
will be built. 

Tending toward some curtailment of 
housing volume are the following fac- 
tors: currently reduced numbers of new 
family formations below the 1947 peak 
will at some stage tend to reduce basic 
demand for new dwelling units; if rent 
control is finally abandoned in 1950, 
there is likely to be a considerable shift- 
ing of rental housing occupancy, with 
elimination of those artificial shortages 
that have resulted from rent control. 

Tables 1 and 2 indicate an expected 
drop of 3 per cent in physical volume of 
new housing. This anticipates increased 
public, decreased private housing activ- 
ity; it anticipates increased volume of 
private and publie apartment building 
(most publie housing projects will con- 
sist of multiple dwellings), approxi- 
mately the same number of single-family 
houses built on owners' order for owners' 
occupancy as were so built this year, 
moderate reduction in single-family 
houses built by operative builders for 
sale or rent. 

In Table 3 is given a summary of 
these estimates in terms of dollars, to 
which is added a breakdown between 
public and private work. In translating 
the floor space figures of Table 1 to the 
dollar figures of Table 3 it has been as- 
sumed that average square-foot costs in 
1950 will be 4 per cent lower than aver- 
age square-foot costs have been in 1949, 
In Table 3, dollar estimates for heavy 
engineering projects (publie works and 
utilities) are included, showing an ex- 
pected 5 per cent increase in 1950 over 
the high 1949 volume. 
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TABLE 1: ESTIMATED PHYSICAL VOLUMES OF BUILDING 


fin accordance with contract records for 37 eastern states; figures in millions of square feet} 


BUILDING ESTIMATE ESTIMATE PERCENTAGE 
CLASSIFICATION YEAR 1949* YEAR 1950 CHANGE 
Сотштегсїа1...................... "M 87 83 — 5 
Мари ася... нь, TE 57 55 — 4 
Educational and science..... reine dete 79 83 + 5 
Hospitals and institutional.......... vs 42 43 + 2 
СОО eon ege PE 8 8 0 
Religious. ........ ее ЭГЕ ж EC. E 25 20 —20 
Social and recreational............ ves 21 22 + 5 
Miscellaneous nonresidential......... 21 19 —10 

Total nouresidential....... eee. К 340 333 — 2 
Residential. .... cesses 489 474 = 
Buildings incidental to heavy engineer- 

ing рго}ўесїз................ detonate 5 3 - 
Total building... ees . 834 810 — 3 


TABLE 2: ESTIMATED NUMBERS OF NEW DWELLING UNIT STARTS 


fin thousands} 


ESTIMATE ESTIMATE PERCENTAGE 
YEAR 1949* YEAR 1950 CHANGE 
Dodge coverage Ьазїз................ 435 422 -3 
935 907 -3 


BLS overall БЬазїз...........›........ 


TABLE 3: ESTIMATED DOLLAR VOLUMES 
OF BUILDING AND ENGINEERING CONTRACTS 


fin accordance with 37-states contract statistics; figures in millions of dollars} 


CLASSIFICATION ESTIMATE ESTIMATE PERCENTAGE 
YEAR 1949* YEAR 1950 CHANGE 

TOTAL 

(PRIVATE AND PUBLIC OWNERSHIP) 

Мопгеѕіаепіаі.................. ..... 3,580 3,370 — 6 

Residential... ages ken nanan Ese aa 3,950 3,680 — 7 
Total building... ... 7,530 7050 — 6 

Public Works and Utilities........... 2,410 2,525 T5 
Total Construction.. s.s.s... eee sns 9,940 ' 9,575 — 4 

PRIVATE OWNERSHIP 

Мопгевї4епйа1....................... 2,404 2,118 —12 

Residential..... VOL s VR Casca aee: 135582 3,260 — 9 
Total building... eee. 5986 5,378 — 10 

Public Works and Utilities... ..... ss. 392 362 — 8 
Total Construction... ccce 6378 5,740 — 10 

PUBLIC OWNERSHIP 

Мопгезїдепна1....................... 1,176 1,252 + 6 

Residential... enserre csr saciid 368 420 +14 
Total building........ Е Р 1,672 + 8 

Public Works and Utilities........... 2,018 2,163 + 7 
Total Construction...... Dresd esee. 12202 3,835 + 8 


* 9 months actual, last three months estimated, 


NOTE — These dollar figures differ from 
those of the overall 48-state estimates of gov- 
ernmental agencies in three important particu- 
lars. {1} These figures cover 37 states; cur- 
rent volume in the 11 western states appears 
to be approximately one-third of 37-states 
volume. {2} These figures virtually represent 
work started; government overall figures are 


estimates of work put in place; trends shown 
by contract statistics generally tend to antici- 
pate trends shown by work-in-place figures. 
(3) Government overall figures include esti- 
mated volume of low-valuation projects and 
projects ín rural and semi-rural areas beyond 
the range of Dodge coverage. 


There is obviously implied in the es- 
timates here presented an expectation 
that construction trend curves, cur- 
rently on the upswing, will take a dip 
some time next year, if indeed the cur- 
rent strike situation does not cause a 
sharp curtailment of activity before the 
end of 1949. Viewed from this date such 
a dip, if it comes about, would more 
likely be of the nature of a further mar- 
ket adjustment than the beginning of a 
major downtrend. 

The 1950 construction picture sketched 
in this statement is somewhat blurred in 
outline. It is the kind of picture, we be- 
lieve, which portrays the actual outlook 
more realistically than would a more 
striking statement of positive conviction 
that a definite postwar construction 
trend is emerging among the confusions 
of the time. 

This indeterminate trend will change 
some day. It could change in the direc- 
tion of a broad expansion of the Ameri- 
can economy and the increased construc- 
tion activity that almost inevitably at- 
tends such economie expansion. This 
consideration prompts us to add to our 
statement on the 1950 prospect some 
observations on potential long-term 
construction trends. 


THE LONG-RANGE PROSPECT 


United States population is growing 
rapidly; the high birth rate of the 
1940's exceeded expectations of popula- 
tion experts. Babies born in the 1940's 
will need schools in the 1950’s, They will 
be marrying and starting families and 
needing houses in the 1960%. — 
Recent studies by qualified authori- 


ties have shown that American resources 


and American productivity can con- 
ceivably support a much larger popula- 
tion at a considerably higher standard of 
living than it presently supports. (See 
“America’s Needs and Resources,” by J. 
Frederick Dewhurst and Associates; 
published by the Twentieth Century 
Fund, 1947: also, “Controlling Factors 
in Economic Development,” by Harold 
G. Moulton, published by The Brook- 
ings Institution, 1949.) 

Record breaking dollar totals of new 
construction in 1948 and 1949 did not 
represent record-breaking physical vol- 
ume. The physical volumes of those two 
years were exceeded in the peak war 
year 1942 and, before that, in the peak 
years of the late 1920s. 

In those earlier boom years the Ameri- 
can people were investing 14 and 15 per 
cent of national income in new construc- 
tion; in 1948 and 1949, only 8 per cent. 
Since V-J Day new construction has 
been undertaken largely to meet urgent 
current needs, very little for meeting the 
needs of the long-range future. 

The construction industry could, with 
little difficulty, expand its activities 
well beyond its current volume or the 
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volume expected in 1950. Barring a 
shooting war, it is difficult to see any 
chance of material and manpower 
shortages, other than temporary ones, 
which would limit the volume of new 
construction the industry may be called 
upon to undertake. It is entirely a ques- 
tion of what the American economy will 
demand. 

The American people can, if they 
choose, step up their construction expen- 
ditures very considerably, In 1948, the 
total of disposable personal income was 
an estimated $191,000,000,000. Of this, 
$12,000,000,000 was saved and about 
$179,000,000,000 spent for consumption 
goods and services. This represented 
more than a high standard of living; it 
meant luxurious living as compared 
with anything previously enjoyed by 
ourselves or by any other people. The 
total included unusually large expendi- 
tures for such durable goods as automo- 
biles, house furnishings and equipment, 
radios and musical instruments, goods 
which were produced, if at all, in meager 
amounts during the war years. 

Readjustments of 1949 have been ac- 
companied by a very slight reduction in 
total personal income, which may suffer 
a further moderate decline in 1950. 


However, such vast spending power 
should provide ample margin for greater 
investment in capital facilities than has 
prevailed thus far since V-J Day. 

For many years, the importance of 
overall growth of population, production 
and wealth (which is what we mean by 
the term "economic expansion") as the 
greatest stimulator of construction de- 
mand has been deeply studied and has 
been emphasized in numerous public 
statements by F. W. Dodge Corpora- 
tion. We interpreted the great depression 
of the 1930's as an interruption in the 
nation's economie growth. Ав far back 
as 1938, Thomas S. Holden prepared and 
published a paper on "America's Capac- 
ity to Expand." 

World War II was another interrup- 
tion, but it served to sharpen the na- 
tion's productive tools and to enhance 
greatly its capacity for expansion on 
many fronts. 

America is at the crossroads. Certain 
politicians and government planners are 
attempting to appropriate this great 
dynamic force (America’s capacity to 
expand) and turn it into an instrumen- 
tality of the social welfare state. They 
are already telling the people that the 
way to reach the goal is through deficit 


spending and meticulous governmental 
guidance of industrial growth. History, 
if anyone can be persuaded to pay atten- 
tion to it, will tell them that such a goal 
is reached, in a climate of maximum free- 
dom, only through unity of purpose, hard 
work, thrift and intelligent investment 
of venture capital. 

This subject is going to be widely dis- 
cussed. A bill entitled “Economic Ex- 
pansion Act of 1949" (S. 281) was intro- 
duced in the U. S. Senate last July 15 
under the sponsorship of 18 Senators. 
We have not analyzed it, but we recom- 
mend that it and any similar proposals 
be read and studied, and that close at- 
tention be paid to any consideration 
Congress gives to its provisions. 

New building and engineering facili- 
ties would be needed by the "welfare 
state." We believe that many more of 
them would be needed by the civilized 
society that Americans have been creat- 
ing and can continue to create in an 
atmosphere of freedom. 

Watch the deliberations of the 1950 
session of the 81st Congress, next year's 
Congressional elections, the election 
campaign of 1952. The kind of future 
your country and your industry will en- 
joy will be the central subject of debate. 


THE ECONOMIC OUTLOOK FOR NEXT YEAR: AN OPINION SURVEY 


An Analysis by Norbert Brown, F. W. Dodge Corporation 


НАТ is this country's economic out- 
look for 1950? ТЫз overall ques- 


tion, broken into its primary compo- 
nents, was recently put before a panel of 
108 leading economists by F. W. Dodge 
Corporation — fifty-six of them con- 
nected with private business and finan- 
cial institutions, fifty-two of them with 
colleges and universities. This opinion 
survey was made in the early part of 
October, in the form of a comprehensive 
mail questionnaire. 

The principal conclusion to be drawn 
from the tabulated answers is that fur- 
ther readjustment will characterize the 
American economy between now and the 
middle of next year, with a moderate rise 
to follow during the latter part of next 
year. 

Some respondents noted with their 
answers distinct reservations as to the 
contingency of extended duration of 
current coal and steel strikes. These res- 
ervations should be particularly borne 
in mind in interpreting the answers to 
questions 1, 2, and 3. 

The particular ingredients making up 
this basic conclusion are the following: 
insignificant change in the physical 
volume of production, approximately 
stable civilian employment, moderate 
downward movements in the wholesale 
commodity price index and in the cost- 
of-living index, stability of wage scales 
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in industry combined with increasing 
benefits equivalent to wage increases, 
and a moderate decline in total consump- 
tion expenditure. 

À majority of the economists antici- 
pates a decline from this year in the num- 
ber of dwelling units to be built in 1950, 
and a decrease in private nonresidential 
building. These building declines will be 
counterbalanced to a degree by an in- 
creased dollar volume of public building 
and engineering work. 

The questions and analysis of the 
answers follow: 


Readjustment 


1. Readjustment has characterized busi- 
ness activity generally during the past 
twelve months or so. What do you see 
ahead? Analysis: Predominant opinion 
(50.0095) is that there will be further 
readjustment for the remainder of 1949, 
though a substantial number (41.66%) 
expect a moderate rise. А majority 
(57.54%) expects that further readjust- 
ment will characterize business activity 
during the first half of next year, though 
many (36.19%) expect a moderate rise. 
А moderate rise is expected by most 
(50.50%) in the last half of 1950, with a 
diminishing number (35.35%) expecting 
further adjustment. Conclusion: Further 
readjustment will characterize American 
business activity between now and the 


middle of next year with a moderate rise 
to follow during the latter part of next 
year. 


Physical Production 


2. What about the physical volume of 
production? Analysis: Opinion as to 
physical production during the remain- 
der of this year was mixed. The largest 
number (38.31%) expect a moderate 
decline, yet almost as many (33.64%) 
expect a moderate rise, and a substan- 
tial number (26.16%) foresee insignifi- 
cant change. The median opinion, ranged 
from pronounced decline (1.86%) to 
pronounced rise (0.00%), was insignifi- 
cant change. 

As for the first half of next year, the 
largest number (41.12%) expect a mod- 
erate decline, while opinion was almost 
equally divided between those who 
foresee insignificant change (27.10%) 
and a moderate rise (29.909). The 
median opinion, ranged from pro- 
nounced decline (1.86%) to pronounced 
rise (0.00%), was insignificant change. 

That a moderate increase in physical 
production will be made in the last half 
of next year is expected by a substantial 
number (43.87%), although grouped 
together those expecting pronounced de- 
cline (4.08%), moderate decline (27.55%) 
or insignificant change (20.40%) con- 
stitute a bare majority, with insignificant 
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change being the median opinion in the 
range from pronounced decline (4.08%) 
to pronounced rise (4.0895). Conclusion: 
Insignificant change is to be expected in 
physical volume between now and the 
end of next year, with a reasonable ex- 
pectation of moderate declines between 
now and mid-year 1950, and moderate 


rise in the last half of 1950. 


Employment 


3. What do you expect with respect to 
total civilian employment? Analysis: A 
definite majority (54.20%) expect ci- 
vilian employment to remain approxi- 
mately stable during the remainder of 
this year, while a substantial number 
(30.84%) expect a downward trend, and 
fewer still (14.95%) anticipate an up- 
ward movement in civilian employment. 

Some falling off in civilian employ- 
ment is expected by a substantial num- 
ber (37.96%) in the first half of next 
year, although more expect employment 
toremain approximately stable (45.37%) 
and fewer (16.66%) anticipate an up- 
ward trend. The preponderant opinion 
is that civilian employment will remain 
approximately stable in the first half of 
next year. 

A shift toward expectation of upward 
civilian employment (36.36%) in the 
last half of next year, as compared with 
the remainder of this year (14.95%) and 
the first half of next (16.66%) is noted, 
though the progression is counterbal- 
anced by a sizable (35.35%) expectation 
of downward employment and a sub- 
stantial (28.28%) expectation that em- 
ployment will remain approximately 
stable. Conclusion: Civilian employment 
will remain approximately stable or 
decline during the remainder of this year 
and the first half of next, and remain 
approximately stable in the last half of 
next year. 


Commodity Price Index 


4, What is your expectation with regard 
to wholesale prices? Where do you think 
the BLS index — 152.4 as of August 30, 
1949 — will stand on December 31, 
1949, on June 30, 1950, on December 31, 
1950? Analysis: The median expectation 
is an index number of 150 at the end of 
this year, 148 at the end of next June, 
and 146.5 at the end of next year. Con- 
clusion: А. general and moderate down- 
ward movement in the wholesale com- 
modity price index is expected between 
now and the end of next year. 


Price Trends 


5. Please indicate your opinion as to 
the wholesale price trend of the follow- 
ing commodity groups during the next 
fifteen months: farm products, metals 
and metal products, building materials. 
Analysis: During the next fifteen 
months, the majority (81.73%) expect 
wholesale prices of farm products to be 
downward, with less than 1 per cent 
expecting an upward price movement, 
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апа a moderate number (17.30%) ех- 
pecting farm-product prices to remain 
approximately stable. 

The expectation with respect to the 
behavior of the wholesale price index for 
metals and metal products, and for 
building is not quite во clear. 

The largest number (48.51%) expect 
wholesale prices of metals and metal 
products to be downward, but a sub- 
stantial number (36.63%) anticipate 
approximately stable prices, and some 
(14.85%) expect an upward price 
movement. 

So far as building materials are con- 
cerned, a clear majority (53.92%) ex- 
pect wholesale prices to move downward, 
but a large number (46.07%) do not 
share this view, more than one third 
(35.29%) expecting an approximately 
stable price structure and the remainder 
(10.78%) anticipating an upward move- 
ment, Conclusion: Preponderant opinion 
points to a definite downward movement 
in the wholesale price of farm products, 
a downward trend but not pronounced 
in metals and metal products, and a 
moderate downward trend in the whole- 
sale prices of building materials as a 


group. 
Cost-of-Living Index 


6. What is your expectation with re- 
spect to the BLS cost-of-living index — 
168.5 as of July 15, 1949 — on Decem- 
ber 31, 1949, on June 30, 1950, on De- 
cember 31, 1950? Analysis: A moderate 
decline in the cost-of-living index is 
expected between now and the end of 
next year, generally paralleling the 
downward movement expectation re- 
flected in the answers to question 4 on 
wholesale commodity prices. The index 
of 168.5 as of July 15 this year is ex- 
pected on the basis of the medians for 
each date to stand at 167 on December 
31 this year, 165 on June 30 next year, 
and 163 on December 31 next year. 
Conclusion: Generally progressive down- 
ward cost-of-living index through next 
year. 


Wages 


7. What is your expectation as to wages 
in general industry during the coming 
year — hourly rates, benefits equivalent 
to wage increases? Analysis: The pre- 
dominating number (81.30%) hold that 
wages in industry will remain generally 
stable during the coming year, with com- 
pelling opinion (92.59%) that workers 
will receive benefits equivalent to wage 
increases. Comparatively few (13.08%) 
expect wages to increase, and fewer still 
(5.6005) anticipate decreasing wage 
scales, As to benefits equivalent to wage 
increases a few (1.85%) expect no in- 
crease and a small number (5.55%) ex- 
pect the picture to remain “generally 
stable.” Conclusion: Wages in industry 
will remain generally stable during the 
coming year, and the opinion is over- 
whelming that many industrial workers 


will receive benefits-equivalent to wage 
increases during next year. 


Consumer Expenditures 


8. What is your expectation for 1950 
with respect to total consumption ex- 
penditures? Analysis: Тһе statistical 
weight of answers indicates a decline 
expectation with respect to total con- 
sumption expenditures. Less than one 
fifth (19.62%) expect an increase, with a 
substantial number (42.99%) anticipat- 
ing a decrease, and many (37.38%) 
expecting expenditures to remain about 
the same next year. Further emphasis on 
the downward trend expectation is found 
in a tabulation of percentage increases 
and decreases given in the answers of 
forty-one of the 108 respondents, the 
median of these indicating a decline of 
5 per cent, and the average indicating 
minus 3 per cent. Conclusion: Total con- 
sumption expenditures will decline next 
year, perhaps in the range of 3 to 5 per 
cent from this year's level. 


Residential Building Volume 


9. Do you estimate that 1950 residential 
building volume as measured by new 
dwelling units will be greater or less than 
in 1949? Analysis: A majority (67.96%) 
expects fewer dwelling units to be built 
next year than this, with the median 
decline based on 90 of 108 answers con- 
taining a definite plus or minus figure 
being 5 per cent, and the average 4 per 
cent. A sizable number (30.09%) fore- 
see an increase in the number of dwelling 
units to be built next year. Conclusion: 
Two thirds of the respondents expect the 
number of dwelling units to be built 
next year to be less than this year’s 
volume. 


Private Nonresideniial Construction 


10. Do you estimate that the dollar 
volume of private nonresidential con- 
struction in 1950 will be greater or less 
than in 1949? Analysis: Almost three 
quarters (73.07%) expect a decline in 
the dollar valuation of private nonresi- 
dential construction next year as com- 
pared with the volume of 1949, although 
a large number (25.96%) anticipate an 
increase. Less than 1 per cent expect 
little change from this year. Conclusion: 
А downtrend in private nonresidential 
construction next year. 


Public Building and Engineering 


11. Do you estimate that the dollar 
volume of public building and engineer- 
ing volume in 1950 will be greater or less 
than in 1949? Analysis: A large majority 
(85.4395) anticipate that the dollar 
valuation of publie building and engi- 
neering volume will continue upward 
next year, a minor number (10.67%) 
expect a decline, and a few (3.86%) be- 
lieve volume will be about the ваше as 
this year. Conclusion: Publie building 
and engineering works next year will 
exceed this year's dollar volume. 
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* There was a growing trend toward more 
and more construction research with the 
passing of the last quarter of 1949. This 
was true both inside government and 
out. Overall volume of building dollar- 
wise continued to promise a relatively 
high figure for the calendar year; $19 
billion was being talked of as a possibil- 
ity, factors remaining favorable for the 
balance of the period. 

In spite of good volume showing — 
$14 billion of new construction put in 
place in the first nine months of 1949 — 
industry men were determined to dis- 
cover better, quicker and less expensive 
methods, new and stronger materials, 
to uncover market faults and correct 
them. 

The biggest concentration of research 
effort by private sources will be focused 
on the Building Research Advisory 
Board. This is an attempt on the part of 
all segments of construction to coordi- 
nate all research activities. Much of the 
researching now ''at loose ends" in the 
industry will be catalogued and explained 
by the agency. Following its second 
meeting of the year, BRAB is on its feet 
and going places. Its start has not been 
spectacular in any sense. Its progress 
will be slow for some time to come. But 
it is mportant that the board now is 
permanently established and is begin- 
ning its work of making valuable re- 
search results available to all. 

Under guidance of its new director, 
Dr. William H. Scheick, BRAB is shap- 
ing its objectives, laying foundations for 
a long and beneficial program of telling 
the industry exactly what is going on in 
the way of investigation and analysis. 
Its foremost objective is to define and 
state research problems of each major 
segment of the building industry. Dr. 
Scheick feels that to this end two proc- 
esses should be started: first, surveys to 
determine these problems with the active 
cooperation of associations and technical 
personnel of industry and other research 
agencies; second, research correlation 
conferences on problems of general in- 
terest. These conferences, Dr. Scheick 
believes, should bring together as many 
interested persons as possible to explore 
and evaluate each subject, to review re- 


search already accomplished, and to rec- 


ommend a future course. 

These are the new director's notions 
about what the board should undertake 
as he views broadly its end purposes. He 
says these ideas may or may not change 
as the work goes forward. For now, Dr. 
Scheick has offered the following recom- 
mendations.as a general guide: 

“1. BRAB is concerned not only with 
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ВКАВ]Неа4$ Cites Surveys, Research Correlation 
Conferences as Means of Finding Industry Needs; 
Legislation for Middle-Income Housing Put Off 


the stimulation of research, but also with 
the acceptance and application of re- 
search results. Such acceptance is vital to 
the goal of end product use which is a 
major goal of all research. We currently 
point to the restrictive requirements of 
lending agencies, codes and labor regu- 
Jations as insurmountable handicaps to 
the accomplishments of this goal. How- 
ever, we overlook a glaring weakness in 
the research chain, namely the absence 
of coordinated field tests or demonstra- 
tions of research results. I recommend 
the enlistment of cooperation from the 
contractors’ and builders’ organizations 
to establish machinery for such field 
tests. 

“2. ВВАВ isinterested in all building 
research. The problems of housing have 
had the limelight for several years, and 
not without good reason. It is time to 
focus equal attention upon other build- 
ing problems through our surveys and 
conferences. 

“3. BRAB is the servant of all parties 


interested in research and the govern- 
ment is an important party. I recommend 
that government agencies concerned 
with building research be encouraged to 
avail themselves of the advisory services 
of BRAB and to participate in our ex- 
ploratory enterprises. In general, I rec- 
ommend that the closest possible liaison 
be established between all research agen- 
cies, whether industrial, governmental, 
educational or independent. 

"4. BRAB must function as a clear- 
ing house for information and in some 
respects as an educational agency. For 
some time there must be continued effort 
to make its aims and policies more gen- 
erally understood. [ recommend the en- 
listment of cooperation from professional 
magazines and others experienced in 
publication and education to develop a 
program of education and public rela- 
tions." 

“ From these recommendations,” add- 
ed Dr. Scheick, “I believe BRAB can 


(Continued on page 16) 


“Апа in your lifelong struggle towards the absence of all style you have brilliantly 
succeeded in establishing a style of your own.” 


—Drawn for the RECORD by Alan Dunn 
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develop a program which is broadly 
significant and at the same time capable 
of producing worthwhile results.” 

That is the broad picture of BRAB as 
it grasps the first rung. 


A Single Industry Approach 


From Structural Clay Products Insti- 
tute came the announcement that it 
had formed a new Industry Research 
Foundation. This 18-man body will 
administer a five-year industry-wide 
program costing $1,250,000. Aim will be 
to reduce the cost and improve the 
quality of buildings made of brick and 
tile. Ermin Е. Plumb, Streator, Ш., 
brickmaker, is foundation chairman. А. 
research director with full responsibility 
for the foundation activities was to be 
appointed. 

It appears now that a strong tie-in 
between this private research and the 
government housing agency is inevitable 
with Dr. Scheick expressing it as one of 
his own aims, and with the law specify- 
ing that the Housing and Home Finance 
Agency use private facilities to a great 
extent in carrying out its research pro- 
gram. 

The Housing Act of 1949 authorizes 
the housing administrator to enter into 
contracts on a negotiated basis with 
public, educational and other nonprofit 
organizations. Federal funds will be 
spent for use of their laboratories and 
other facilities. Such contracts may ex- 
tend up to four years. Further, HHFA 
will undertake studies and research co- 
operatively with industry and labor, 
with state and local governments, with 
educational institutions and other non- 
profit groups. 

With respect to correlating existing 
research, it is obvious that industry and 
government have similar objectives. Tt 


remains only for them to find the com- 
mon ground in practice. For HHFA in- 
tends to serve as a central coordinating 
point for research that is already being 
done and to fill in the gaps with projects 
and studies it undertakes itself. It will 
make use of existing techniques wher- 
ever it can. 


The Public Housing Picture 


At this writing, the PHA has ap- 
proved applications for 184,045 units 
which 102 cities plan to build during the 
two years just ahead: 93,280 the first 
year, 90,765 the second. Tentative ap- 
proval has been given applications for 
$23,299,300 preliminary planning loans. 
Considering that there will be many 
adjustments by localities before con- 
struction can be started, that some 


' planned projects may never begin for 


one reason or another, Mr. Foley stuck 
by his original estimate that not more 
than 50,000 units will be constructed 
during the first 12 months. PHA re- 
duced some of the initial requests before 
approving them. 


New Legislation Lags 


Аз research and low-rent public hous- 
ing moved ahead as assured programs, 
the question of government aids to help 
in housing middle-income families re- 
mained as pending business before Con- 
gress. The fires that had steamed up 
so much enthusiasm over these pre- 
pared amendments to the housing act 
appeared to be cooling down rapidly. 
Labor and organized veterans were still 
pushing for the direct loans that had 
been eliminated by the House when it 
passed the middle-income or private 
housing bill — H.R. 6070. These groups 
want to see the loans put back in by the 
Senate. Private building and lending 
interests are as eager they stay out. 

The House action, however, was nulli- 
fied by later developments as far as this 
session of Congress is concerned. Early 
in October, with both legislative branches 


pressing for quick adjournment, the 
whole scheme for new low-cost housing 
incentives as embodied in the Spence bill 
and the Sparkman amendments was 
shunted aside. In its place there was 
enacted a simple joint resolution (S. J. 
Res. 134) continuing the present mort- 
gage insurance programs of the govern- 
ment until March 1 of 1950. Tt took the 
Senate only five minutes to put through 
this extension and the House followed its 
course by arrangement. . 

This put off til next year the show- 
down battle on the direct federal loans. 
At the same time, it postponed decisions 
regarding increased mortgage ceilings in 
the FHA program to compensate for 
high construction costs in certain areas 
of the country and certain other in- 
centives directed toward lowering hous- 
ing costs generally. 

The decision to put aside the new fea- 
tures of the middle-income bill at this 
time will have important effects on the 
mortgage markets. For one thing it gives 
lenders a firmer ground for operation at 
least for four months. 

The substitution of the joint resolu- 
tion for the Sparkman amendments in 
the Senate does not mean that the 
middle-income housing bill is dead. Quite 
the opposite was indicated by sentiment 
expressed on the Senate floor, Sen. 
Burnet Maybank. (D-S.C.) stating he 
felt housing construction would in no 
way be delayed by mere extension of 
the present program. 

Best opinion now holds that further 
action on the Sparkman amendments 
and their alignment with Spence bill as 
passed by the House will come as an 
early order of business with the second 
session of the 81st Congress after Jan. 1. 


Public Works Planning 


Public works shared the spotlight 
with housing in Congressional actions. 
With Senate passage of the new $100 
million advance planning bill, it ap- 

(Continued on page 18) 
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To get the real story about sheathing costs you have 
to figure the total applied costs . . . not just the cost 
of materials alone. It's the total cost that your client 
pays for. 


LOOK AT THESE FACTS: The things that make up 
the total applied cost of any sheathing are the labor 
scale, man hours needed for application, waste of 
material, insurance, and cost of materials used. You 
can figure these for yourself. 


FOR EXAMPLE: Standard handbooks for estimating 
building construction state that— 

Wood sheathing horizontally applied has a 12% waste. 
But BILDRITE bas less than 1% waste. 

Wood sheathing requires 15 man hours to apply 
1,000 feet. 

But BILDRITE takes only 8 man hours per 1,000 feet. 
See how these savings begin to mount up? 
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MATERIALS AND APPLICATION — 


BILDRITE 


INSULITE SHEATHING 


FIGURE IT YOURSELF! 
WOOD SHEATHING Per 1000 Sq. Ft. of Wall Area 


ITEM AND QUANTITY 
| 1,000 sq. ft. 8" wood sheathing (horizontal) 
Waste, 12% (120 sq. ft.) 

Carpenter labor, 15 hours 

Insurance, 10% of carpenter costs 

2.8 rolls building paper 

Carpenter helper to apply paper 

Insurance, 10% of helper costs 

TOTAL APPLIED COST, WOOD SHEATHING 


BILDRITE SHEATHING Per 1000 Sq. Ft. of Wall Area 


ITEM AND QUANTITY 
1,000 sq. ft. Bildrite Sheathing 


Waste (Practically none. Less than 1%) 0 
Carpenter labor, 8 hours 


Insurance, 10% of carpenter costs 
Building paper (None needed) 0 
Helper to apply paper (None) 0 
Insurance on helper (None) 0 

TOTAL APPLIED COST, BILDRITE SHEATHING 


That puts a different light оп it... doesn't it? And in addition, 
BILDRITE provides 214 times the insulating value and more 
than twice the bracing strength.of wood sheathing horizon- 
tally applied! You can't get around the facts. The best buy in 
sheathing today is INSULITE (BILDRITE) Sheathing! 


INSULITE DIVISION, MINNESOTA AND ONTARIO PAPER COMPANY 
Dept. AR-119, Baker Arcade Bldg. * Minneapolis 2, Minn. 
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SEARING FLAMES RAZE BUILDING 


but fail to destroy 


WRIGHT RUBBER TILE 


Interior of a Racine building destroyed by fire. Wood subfloor 
was a total loss, yet most Wright Rubber Tile was used again. 


Burned to the ground — that was the fate of this Racine building. But the 
Wright Rubber Tile, after being wiped off with a damp cloth was unharmed — 
still gleaming bright and color perfect! In fact, this same tile was later taken 


up and relaid in a new building where it is still giving excellent service. 


A miracle? No — just the kind of proof we get from owners of fire-gutted 
buildings — proof that Wright Rubber Tile positively wil not support com- 


bustion. 


Fire resistance is one of the big reasons why Wright Rubber Tile is being 
specified in thousands of homes, hospitals, offices and public buildings through- 


out the country. 


Other advantages are over-all economy, comfort, durability, ease of cleaning, 


and beauty. Ask your dealer about Wright Rubber Tile today. 


Wright Manufacturing Company, the 
world’s oldest and most respected manu- 
facturer of rubber tile flooring, makes 
all three of these famous products: 


WRIGHTEX Soft Rubber Tile 

WRIGHTFLOR Hard Surface Rubber Tile 

WRIGHT-ON-TOP Compression Cove Base 
(in black and colors) 


WRIGHT RUBBER TILE 


A note on your company letterhead 
will bring you full information plus 
free samples of Wright Rubber 
Tile, the world's finest floor cover- 


ing. Simply send your request to 
the Wright Manufacturing Co., 
5205 Post Oak Road, Houston 5, 
Texas. 


FLOORS OF DISTINCTION 
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peared the present reserve shelf of $4.5 
billion in planned public works projects 
might soon be increased by some $3 
billion. Such an addition might “ расе 


us within the margin of safety" in the . 


words of Jess Larson, General Services 
Administrator. 

Now that the advance interest-free 
loans for planning non-federal public 


works projects were about to be re- : 


stored, Larson called for а change of 
thinking on this subject. The approach 
should not be,geared to changing ‘eco- 
nomic conditions, he urged, but to long- 
time public works needs. He repeated 
earlier suggestions that no large-scale, 
nationwide program of public construc- 
tion is needed now. However, Larson 
would like to see some acceleration in 
areas where building trades workers are 
unemployed. Loans for plan preparation 
would put GSA in a better position to 
aid these areas, he contends. 


Loans for Lustron 


The Reconstruction Finance Corpora- 
tion has a $37.5 million stake in the 
fortunes of Lustron Corporation, manu- 
facturer of prefabricated houses at Co- 
lumbus, O., but it can't decide whether 
to sink another $12 million or so in the 
venture. It has asked for guidance from 
Congress and by the end of the year will 
have two engineer survey reports to 
back its decisions. 

Though RFC has pumped the federal 
loan reservoir nearly dry, best estimates 
place at $12.5 million the additional 
amount needed to put Lustron on a 
paying basis. Presently, the firm is said 
to be going into the red at a rate of $1.5 
million a month. It has produced some- 
thing less than 2000 of its enamel- 
covered steel units so far. Opening a 
month ago after a brief shutdown for 
inventory, Lustron began production of 
three-bedroom houses for the first time. 


Shorts 


• The nation's housing expediter, Tighe 
Woods, is going ahead with his experi- 
ment in low-cost housing construction, 
having secured VÀ guarantee of mort- 
gages. He is building a dozen more in 
the Virginia woods near Washington. 
Price settled upon for the one-bedroom 
unit with lot is $6450. Contract closing 
charges are $125 and monthly payments 
are $42.50, $2.50 of it for water service. 
No down payments are required. Woods 

(Continued on page 20) 


ARCHITECTURAL RECORD 


Great New Facilities... Great New Service 
...Same High Quality Standards in 


KNAPP METAL TRIM 


Tremendous Plant Expansion plus 
Vastly-Improved Delivery Schedule 


Increased Scope of Service and Quality 
Products to Architects and Contractors 


OW ... famous KNAPP, a great name in 

metal trim, announces the biggest news in its 

almost half-century history! Long known to 
architects and contractors, Knapp today provides 
greater facilities and service than ever before. 


Backed by 45 years of outstanding metal trim 


FERRER 


fabrication, Knapp Bros. Mfg. Co. now offers you 
almost every conceivable metal trim item necessary 
to modern building construction. Standard items of 
guaranteed precision and quality, plus custom-built 
parts that meet the strictest, most exact architectural 
specifications. 

Expanded manufacturing facilities now provide all 
required metal trim faster, more accurately, better 
... with prompt delivery assured. 

To insure the correct answers to your construction 
problems, specify KNAPP METAL TRIM in all 
future building planning. Write today for full details 
on Knapp Metal Trim and allied products. 


"SANITARY/ 


Merchandise Mart, Chicago, world’s largest com- 
mercial building . . . containing Knapp Metal Trim. 
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Stairs with stainless steel 
top rails executed by 


Sexauer & Lemke, Inc. 


John Hancock Mutual Life 
Insurance Company 
Building, Boston, Mass., 
Cram and Ferguson, 
Architects, Turner Con- 


struction Co., Builders. 


craftsmen in art metal 


miscellaneous and ornamental work 


of all descriptions for buildings 


E 


SEXAUER & LEMKE, INC. 


ESTABLISHED 1900 


VERNON BOULEVARD AT 35TH AVE. 


LONG ISLAND CITY 


1, М. Y. 
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says he has “100 per cent financing" on 
the one-story house. Mortgages bear 
four per cent interest, run for 25 years. 
All sales now are being made to Атту 
personnel. 

* Dr. John В. Steelman, presidential 
assistant, reported that the plan to 
channel federal construction and pro- 
curement into depressed areas suffering 
heavy unemployment was showing re- 
sults. The General Accounting Office ap- 
proved as general policy the award of 
contracts to firms situated in any dis- 
tressed area in event of equal low bids. 


WALTER WURDEMAN 


Walter Wurdeman, Architect, and 
partner in the firm of Wurdeman and 
Becket, died September 17 of a heart 
attack while in his doctor's office in 
Los Angeles. He was 46. 

Mr. Wurdeman was a graduate of the 
University of Washington and received a 
master's degree at the Massachusetts 
Institute of Technology. He studied also 
at the École des Beaux Arts at Fon- 
tainebleu, France. 

His death was the culmination of a 
serious heart condition which had forced 
him to take only a semi-active part in 
the firm which bears his name, one of 
the largest architectural concerns in the 
West. Until his illness, Mr. Wurdeman 
had collaborated with his partner, Wel- 
ton Becket, on many well-known build- 
ings, including the Pan-Pacifio Audi- 
torium in Los Angeles, Bullock's Pasa- 
dena and Palm Springs stores, the Jai 
Alai stadium in Manila and the Pruden- 
tial Building, which won the honor 
award of the A.LA. Recently the firm 
had been engaged to design the new 
Lever Brothers processing plant and the 
medical center Гог the University of 
California at Los Angeles, among others. 


(News continued on page 22) 
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Home Office, John Hancock Mutual Life Insurance Company, Boston, Mass. 


Architects & Engineers: Cram & Ferguson, Boston, Mass. 


Here's another building that is swelling the pride of Amer- 
ica! The new building of the John Hancock Mutual Life 
Insurance Company incorporates many modern features 
which facilitate working efficiency and add new comforts. 
АЦ of the drudgery and watchfulness, so necessary in 
olden days to insure temperature comfort, is turned over 
to Johnson Automatic Control systems in our modern 
buildings. These super-human “automatic brains" are 
on duty 24 hours of the day to insure that exactly the 
required results are obtained from the air conditioning 
units, 

In the John Hancock Building, the supply of conditioned 
outdoot air is handled separately by central “primary air” 
systems. It is cooled, dehumidified to proper relative 
humidity and introduced into each room through a unit, 
mixed with recirculated air and passed through the unit’s 
coil, which heats it to the correct temperature. “Primary 
air” is furnished to the units by 17 central plants where 
Johnson “Master Control” assures a constant dew-point 
temperature of 55° throughout the cooling season, 


Mechanical Contractors: Buerkel & Company, Inc., Boston, Mass. 


A Johnson Thermostat, measuring the temperature in 
each conditioned room, assures precisely the desired tem- 
perature by controlling the Johnson Valve on the coil in 
the unit (thus adding the necessary amount of heat) and 
by varying the quantity of cool, primary air, under the 
command of a Johnson Piston Damper Operator. When 
no heat is required, the valve closes, and the damper 
admits cool primary air as needed. There are 1,250 air 
conditioning units in the John Hancock Building and 775 
Johnson Dual Thermostats. 

Johnson Dual Thermostats are fuel savers... effecting 
economy by supplying comfort heat to occupied rooms, 
while maintaining a reduced temperature in areas not in 
use, without the necessity of separate steam or hot water 
mains, | 

Ask a nearby Johnson engineer for recommendations 
on any temperature control problem—large or small— 
in both new and existing buildings. There is no obliga- 
tion. JOHNSON SERVICE COMPANY, Milwaukee 2, 
Wisconsin. Direct Branch Offices in Principal Cities. 
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А Product of ALAN WOOD STEEL COMPANY 


OTHER PRODUCTS: 


Yov're Always Safe 
and Safe ALL Ways On 


B R FOO OR PROD AND PLA 


Install AW. Super-Diamond Floor Plate т your plant and say goodbye to 
costly slipping accidents and floor maintenance bills. The exclusive en- 
gineered pattern provides maximum skid resistance regardless of how 
the plate is laid or the angle from which it is approached, More апа тоге 
architects are specifying AW Super-Diamond Floor: Plate, and leading 
Product Designers are using it for machine tool bases, saddle tanks апа 
similar. products on which men walk and climb. For safety's sake specify 
AW Super-Diamond Floor Plate for your plant and products, Write for 
more information and 16-page, fact-packed catalog. 


FRE Ё-=]6-Раде 
Catalog L»33, 
Write ‘for your 
copy now, 


AW SUPER-DIAMOND 


FLOOR PLATES THAT GRIP 


CONSHOHOCKEN, PENNA, 


Plates ® Sheets (Alloy and Special. Grades} 


Permaclad, Stainless Clad Stee! • А W Algrip, Abrasive Floor Plate œ Billets » 


THE RECORD REPORTS 


(News continued from page 20) 


Model of urban redevelopment scheme. 
for New York City by Olindo Grossi. 


Current conditions shown in foreground 


Model of two-story shopping center 


EXHIBIT 


An introduction to community plan- 
ning will be given students of 54 New 
York City high schools with the circula- 
tion of an exhibit designed and executed 
by Olindo Grossi, chairman of the de- 
partment of architecture at Pratt Insti- 
tute. The exhibit consists of four models 
depicting ideal conditions for living in 
the city and country, working in office 
or factory and for shopping centers. 

Sponsored by the New York Chapter, 
A.LA., in conjunction with the Board of 
Education of New York, the exhibit was 
originated to acquaint students with the 
good features of, and the need for civic 
planning. Funds for the exhibit came 
from the Arnold W. Brunner Scholar- 
ship awarded Mr. Grossi. R. D’Agrosa 
and R. Corbelletti, students at Pratt, 
aided in the design and the theses of R. 
Bentel and H. Horowitz were adapted 
for the urban redevelopment study. 


AWARD WINNERS 
Direct Mail Awards 


The Flintkote Company and the Celo- 
tex Corporation have received tie 
awards of “Best of Industry” for their 

(Continued on page 24) 
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Now / a New Design Freedom for Architects 


THE SCHLAGE “Long Backset” 


The Schlage "long backset" allows the lock to be installed any distance 
from the door edge. This means that architects can now place the lock 
wherever it will produce the best design effect. Large, eye-catching es- 
cutcheons can be used for more dramatic treatment of entrances. 


The “long backset" is a feature found only in Schlage cylindrical 
locks. It embodies proven Schlage design and construction principles. 


Schlage has prepared a series of full-color slides showing "long back- 
set” installations by leading architects. Call your nearest Schlage repre- 
sentative for a showing at your convenience or write Schlage Lock Co. 


& 
SCHLAG - 
Schlage Pantheon Design 


SCHLAGE LOCK COMPANY (8* escutcheon) 


2201 Bayshore Boulevard G San Francisco 19, California 
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The MICHAELS ARTS BRONZE CO., INC., 234 Scott St., Covington, Ky. 
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Write today for information and prices on Michaels Adjustable 
Astragals, Made of extruded bronze, aluminum or nickel, they 
are simple, practical, rugged, easily installed and adjusted, and 
available in several styles. Two are shown above. Type A (top 
illustration) may be applied to either wood or hollow metal bevel 
doors. Also used as a stop bead. Type E (lower illustration) is 
for bullnose hollow metal or wood double doors. Both types may 
be used at the bottom of doors. Michaels Astragals help keep 
doors closed tightly . . . eliminate drafts and air currents . . . keep 
out dirt and dust. Write for details. Astragals are only one of 
many items in the Michaels line. So whatever building product 
you need, if it's made of metal, we may have it ot can make it. 


MICHAELS PRODUCTS 


Bank Screens and Partitions 
Welded Bronze Doors 
Elevator Doors 
Store Fronts 
Lettering 
Check Desks (standing and wall) 
Lamp Standards 
Marquises 
Tablets and Signs 
Name Plates 


Astragals (adjustable) 

Stair Railings (cast and wrought) 
Wrought and Cast Radiator Grilles 
Grilles and Wickets 
Kick and Push Plates 
Push Bars 
Cast Thresholds 
Extruded Thresholds 
MI-CO Parking Meters 
Museum Trophy Cases 


Member of the National Association of Ornamental Nonferrous Metals Manufacturers 
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1949 direct mail and sales promotional 
campaigns from the Direct Mail Adver- 
tising Association. Ivel Corporation, 
exhibit builders, of Corona, New York 
City, have been awarded a ‘‘Best of In- 
dustry” certificate for their exhibit di- 
rect mail campaign. Top honors were 
also taken by the Janitrol Division of 
Surface Combustion Corporation for its 
entry in the competition. 


Producers Council Award 


Writers of the three best research 
papers in the course, materials and 
methods, at Western Reserve Univer- 
sity’s School of Architecture have re- 


- ceived the Producers Council awards. 


They are Alexander Oley, Jr., first 
prize; Robert Earl Warner, second 
prize, and Robert Pinguey Story and 
Donald Spaulding Woodard each re- 
ceived third prize. Purpose of the com- 
petition is to acquaint students with the 
activities of the Producers Council and 
its association with the A.A. 


Lighting Honor 


Dr. Ward Harrison, who retired in 
1948 as director of engineering for Gen- 
eral Electric Company at Nela Park, 
Cleveland, has received the most-prized 
award in the lighting field, the I.E.S. 
Medal, at the opening session of the 
1949 National Technical Conference of 
the Illuminating Engineering Society. 


Concrete Prize 


The firm of Ammann & Whitney, con- 
sulting engineers, of New York, have 
been given the first in a series of $500 
Annual Awards sponsored by the Con- 
crete Reinforcing Steel Institute. The 
work upon which the award was based 
was the firm’s 30 years of research on 
concrete arch bridges, on thin-shell arch 
buildings and on plastic theories of con- 
crete design by Mr. C. S. Whitney and 
the application of this research to recent 
designs by the firm. 


Bridge Design Winners 


Awards totalling $6250 have been pre- 
sented to bridge designers in the results 
of the Lincoln Arc Foundation’s award 
program, ‘‘Welded Bridges of the Fu- 
ture.” Design requirements specified 
plans for a two-lane, 120 ft. deck high- 
way bridge of all welded construction 
and utilizing where necessary the de- 
signer's ideas for new steel shapes which 

(Continued on page 26) 
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because 


around— 
no other louvred ceiling offers so many advantages! 


so many exclusive and patented features. Made of 
aluminum louvres and steel tracks, the sturdy assem- 
NEO-RAY PRODUCTS, Inc. 
315 East 22nd St. e New York 10, М. Y. 


bly averages only 114 lbs. per sq. ft. Look 
you'll find Neo-Ray in the smartest places... 


Specify Neo-Ray! It’s the louvred ceiling with 
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...#© enjoy 
unequalled 
glass-diffused 
lighting: 


GUTH 


IW "floating-hinge" 


are cleaned right 
from the floor 


Experts agree glass diffusion provides the finest reflected- glare- proof 
illumination, but costly cleaning was always a drawback... 

until GUTH pioneered the "floating-hinge" ARISTOLITE. Its glass 
panels swing open for economical ladderless dusting 

that makes its high efficiency easy to maintain, 


Next time you want high intensities, better distribution, less glare and 
no shadows, use the unique "floating-hinge" ARISTOLITE 
....Ше luminaire that makes better quality lighting practical! 


€ For full details of this years- ahead 
fixture, send for Bulletin 


830- J from 
"m 
p" C 1 YOUR TEAMMATE 
«| MI MP 2 imprecision planed LIGHTING 


"T" 


LIGHTING 


THE EDWIN F. GUTH COMPANY / ST. LOUIS 3, MISSOURI 
ДЕ аад д, Lig loto f ce le o2. 
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could readily be produced for the more 
efficient use of steel. The $3000 First 
Award went to Thomas C. Kavanagh, 
professor of civil engineering at Penn- 


‘sylvania State College. His design em- 


ploys a compact triangular shaped steel 
frame to support the roadway. Second 
prize of $1500 was received by Angel R. 
Lazaro, Jr., of Malabon, Rizal, Republic 
of the Philippines, who has just received 
a master's degree in civil engineering 
from the State University of Iowa. The 
$750 Third Award went to Fred C. 
Miller, consulting engineer, of Toledo, 
Ohio. Ten honorable mentions of $100 
each were also awarded. 


COMPETITIONS 


Announcements have been made of 
several competitions open to architects 
and members of allied fields. Among 
them is the second annual neighborhood 
development contest of the Land Plan- 
ning Committee of the National Аз- 
sociation of Home Builders. National 
prizes will be given in six classifications 
of home building ranging from small 
projects of economy houses to complete 
community developments and garden 
apartment projects. Winning entries 
will be exhibited at the 1950 convention 
of the NAHB in Chicago in February. 

The Annual National Gold Medal Ex- 
hibition sponsored by the Architectural 
League of New York regularly until 
1938, but suspended for the past dec- 
ade, is being revived this year on the 
initiative of Chester B. Price, new presi- 
dent of the League. Architects, artists 
and designers have been invited to sub- 
mit work done since 1938 for a prelimi- 
nary series of monthly shows beginning 
the fourth week of November at League 
headquarters, 115 E. 40th St, New 
York 16, ЇЧ. Y. А distinguished jury will 
choose exhibits for the 53rd Annual 
Gold Medal Exhibition, scheduled May 
15 to June 9 at League headquarters. At 
this show Gold Medals will be con- 
ferred on winning exhibits. 

The American Institute of Decorators 
has announced conditions of its 1949 
Design Competition in fabric, furniture, 
floor covering, wall covering and lighting 
fields. Companies, designers and stu- 
dents are urged to submit designs before 
the closing date of January 2nd, 1950. 
Citations of Merit will be awarded the 
winning designs. 

(Continued on page 28) 
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in the new John Hancock Building 


Boston is very proud of the new home of the John Hancock 
Mutual Life Insurance Company. 


Here the most modern, scientific methods of building and the 
finest of materials have been incorporated in one of the major 
architectural achievements of this decade. 


In stairwells and hallways you will find thousands of feet of 
Suntile Camargos, noted for their toughness, strength and subtle 
colors. In washrooms you will see Suntile ceramic floor tile and 
glazed wall tile, noted for their beauty, durability and economy. 


Today Suntile is the ideal choice for the interiors of many modern 
buildings. It's color-balanced to permit wide freedom in the selec- 
tion of pleasing, harmonious color blends. Made of real clay, 
Suntile is highly resistant to marring, chipping and cracking. 


Year after year Suntile helps reduce maintenance costs. It's im- 
pervious to dirt and grease, is so easy to clean and keep clean, 
never needs painting or redecorating. 


Rely on your Authorized Suntile Dealer for competent tile coun- 
sel and expert installation. He can show you real clay Suntile 
in 23 glaze colors, impervious unglazed ceramic mosaic Suntile in 
20 colors, Suntile Camargos in 10 colors—in modular sizes. 


Write us, Dept. AR-11, for literature and the name and address 
of your Suntile dealer. Please see our Sweet’s Catalog. The 
Cambridge Tile Manufacturing Co., Cincinnati 15, Ohio. 
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TRE ONE 


CABINET SHOWER RECEPTOR 


that belongs in the finest bathrooms 


Yet it's priced within 


the reach of average homes 


Vitreous porcelain is the material you associate with standard bathroom fixtures. 
Weisway’s stainless vitreous porcelain receptor, with exclusive Foot-grip, No-slip 
“floor, is one of the features which have established Weisway as the quality Cabi- 
net Shower, suited to the finest surroundings. 

Formed in one piece of heavy enameling iron, with 
a vitreous porcelain surface that is steel-strong and glass- 
hard, che Weisway receptor is guaranteed leakproof, 
assures a lifetime of satisfactory service. No seams or 
joints to crack — nothing to crumble away. Non-ab- 
sotbent, easy to keep clean and thoroughly sanitary. 

No metal underpans or wall flashing — no messy 
mastic — or other "waterproofing" methods are re- 
quired with the Weisway receptor. One man handles 
it easily and installs it quickly. 


CISWOY 


Look at This Extra Depth in the Weisway 


Here's added protection against leakage at the most vital 
spot in cabinet shower construction. A full 4 inches from 
textured floor to top! Contrast, this with the shallow pan 
ог slab-type base. Wersway’s extra depth and quality pro- 
tect your reputation—assure client satisfaction. Write for details. 


Weisway Standard Model 
High quality at moderate price, 


HENRY WEIS MFG. CO., INC., 1103 Weisway Building, Elkhart, Indiana 
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The James F. Lincoln Arc Welding 
Foundation, of Cleveland, Ohio, has 
announced its third annual competition 
in the Engineering Undergraduate Award 
and Scholarship Program. The program 
offers annually $6750 in awards and 
scholarships to engineering students and 
schools for the best papers by under- 
graduates on arc welded design, re- 
search, fabrication or maintenance. А 
total of 77 awards ranging from $1000 
to $25 will be presented to students and 
$1750 for 7 scholarships to schools. 


Toddletown, children's shop in the Bronx, 


N. Y. By Gerald Anthony Paul, Architect 


WITH THE A.LA. 
Plan 1950 Convention 


From the Octagon comes word that 
the Washington-Metropolitan Chapter 
has a good head start on plans as host 
chapter for the 1950 convention, May 
10-13. Headquarters will probably be 
the Mayflower Hotel. Also scheduled to 
meet in Washington at that time are the 
City Planning Conference, American 
Institute of Planners and representa- 
tives of the Joint Committee on the Na- 
tional Capital. 


Additional Brunner Scholarship 


А supplementary Arnold W. Brunner 
Scholarship for 1949 has been awarded 
by the New York Chapter, A.I.A., to one 
of its own committees, the committee on 
housing. The additional scholarship is 
being offered to enable the committee, 
headed by Arthur C. Holden, to publish 
its report of a two-year study and ap- 
praisal of technical accomplishments of 
the New York City Housing Authority. 
Established in 1940 and offered for ad- 
vanced study in architecture, the award 
has heretofore been made to individuals 
only. The additional funds are now avail- 


able as there was no award made in 1945 
(Continued on page 160) 
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the "lifetime" plastic flooring! 


Constant “to and fro" traffic really 
puts the "heat" on a kitchen floor—but 
floors of Koroseal can take it, 


Koroseal is different! №5 a plastic 
with amazing wearability—lasts 2 to 
20 times longer than any other floor 
Covering by actual test! It’s resilient— 
won't crack or break, and rebounds 
quickly after indentation, It's colorful, 
100... 18 colors, and Marbletone and 
Crystaltone designs, are readily adapt- 
able to a wide variety of treatments in 
kitchen decoration. 


From the housewife's point of view— 
Koroseal is a dream! Its surface is non- 
porous . . „ resists grease, acid and 
moisture . , . provides no hiding place 
for dirt or food particles , . . can be 
kept sparkling with an occasional light 
coat of wax. 


Koroseal ís available in Cove Base 
and Cove Molding as well as Tile. 
Write for samples and additional infor- 
mation today. See how this wonder- 
plastic floor covering meets your re- 
quirements and fits in with your plans, 


Write Dep}, AR-5 
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REQUIRED READING 


PLANNING FOR ENTERTAINMENT 


Theatres and Auditoriums. By Harold 
Burris-Meyer and Edward C. Cole. Rein- 
hold Publishing Corp. (330 W. 42nd St., 
New York 18, №. Y. 1949. 111% by 834 in. 
228 pp., illus. $8.00. 


'The authors of this book have spent 
more than ten years in making an ex- 
haustive study of theatre function and 
reducing their findings to terms of time 
and physical dimension. The result is a 
large package of essential information 
that will give the architect a head start 
on the solution of whatever theatre 
problem he may have at hand. 

The out-front section of the theatre, 
with its traffic, seating, acoustics, sight 
lines, etc., is discussed from the view- 
point of the audience, while layout and 
mechanical equipment on the other side 
of the footlights are treated only as they 
affect the successful presentation of a 
theatrical performance. The needs of the 
administrative and business depart- 
ments form another unit, and a final 
chapter discusses the interdependence of 
all the various theatre elements and 
‘activities. Here the architect is pru- 
dently reminded that “the theatre which 
fulfills its basic functions adequately 
will titillate the sensibilities of the dilet- 
tante and make money for the impre- 
sario." 

Every type of theatre is discussed, 
those for motion pictures as well as 
legitimate productions; amateur as well 
as professional; and the special problems 
of each are analyzed as they affect both 
client and architect. Needs of varying 
groups are discussed, from high schools 
to the theatre owner who runs “а board- 
ing house for shows." Special attention 
Is given to theatres which must serve a 
variety of purposes. Auditoriums are 
included as a theatre type, since “purely 
auditorium function will seldom pay for 
or support a building." In addition to 
this study of types of buildings, a four- 
page chart explores the various types of 
performances — their subject matter, 
visual components, auditory compo- 
nents, routine, and audience. 

There is a close correlation of text, 
illustrations, and tables. Flow charts 
trace the movements of audience, actors, 
and stagehands, while tables list steps 
and procedures in various phases of 
theatre work, and give areas for a 
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variety of facilities and their arrange- 
ment. Diagrams include sound reflec- 
tion, reverberation, scenery set-ups, 
stage machinery, lighting, speaker sys- 
tems, and control layouts. 

This stimulating volume amply fulfills 
the authors’ statement of purpose: “We 
have endeavored to set forth... 
methods . . . and essential considera- 
tions, to the end that no important 
aspect of planning any element of the 
theatre shall be slighted.” 


INFINITE RICHES, ETC. 


How to Beautify and Improve Your Home 
Grounds. By Henry В. Aul. Sheridan House 
(257 Fourth Avenue, New York 10, N. Y.), 
1949. 5V$ by 814 in. 316 pp., illus. $3.50. 

Henry B. Aulis assistant horticultural 
editor of the New York Herald Tribune, 
and a practical man. His gardens are 
planned more for use and enjoyment 
than for display, and his book is centered 
around actual garden plans rather than 
landscape theory. 

Owners of average backyards will be 
pleased to discover that amenities may 
come in small packages, and that with 
clever planning a lot as small as 40 by 80 
ft. can accommodate not only the usual 
house, clothesline and flower bed, but a 
terrace, a vegetable patch, a simple 
pool, and a garden shelter as well. Even 
Гог a boxed-in city yard, Mr. Aul has 
plans for leisurely lounging amid potted 
plants and vines. He also treats such 
familiar problems as detached garages, 
sloping sites, wooded properties, and 
Screening corner lots from the street. 

Often outdoor living is provided at 
the expense of so-called “service areas,” 
which are inclined to be microscopic 
and too far removed from the house, but 
in general this is a book which will 
stimulate the imagination and ambition 
of the suburbanite, and one for the 
small-house architect to recommend to 
his clients. 


HEALTH IN INDUSTRY 


Industrial Hygiene and Toxicology. Edited 
by Frank A. Patty. Interscience Publishers, 
Inc. (215 Fourth Ave., New York 3, N. Y.), 
1948 and 1949. 934 by 61% in. Vel. I, xxviii 
+ 532 рр; $10.00. Vol. II, xxviii + 1138 
рр. $15.00. 


“The object of this book is to present 
industrial hygiene and toxicology in 
simple, understandable terms in suf- 


ficient detail to be of some use to all 
persons interested in safeguarding the 
health and welfare of working people 
and improving the working environ- 
ment," writes Mr. Patty in his preface 
to this lengthy work. 

Most of the book treats the subject 
from a medical or chemical point of 
view, but the architect or engineer con- 
cerned with industrial building will find 
a good deal of applicable material, 
particularly in the chapters by W. N. 
Witheridge which appear in the first 
volume. These chapters, entitled “ En- 
vironmental Factors in Fatigue and 
Competence" and “Ventilation,” dis- 
cuss light, sound, and sanitary condi- 
tioning, as well as air conditioning, and 
the “problems of controlling the quality 
of indoor atmospheres." Other material 
of interest includes control of dust and 
combustible gases, and the “ engineering 
methods of control" of many of the 
health and safety problems presented. 


WILLIAMSBURG AGAIN 


Colonial Williamsburg: Its Buildings and 
Gardens. By А, Lawrence Kocher and 
Howard Dearstyne. Colonial Williamsburg 
(Williamsburg, Va.), 1949. 914 by 1134 in. 
104 pp., illus. $2.75. 


Апу tourist planning a visit to 
Williamsburg will find a helpful briefing 
in this newest treatment of the Rocke- 
feller restoration, and before he puts 
the book down even the casual reader — 
architect as well as layman — may find 
himself considering the possibility of 
such a trip. 

Following the Williamsburg motto 
“That the future may learn from the 
past," the authors have reconstructed 
the story of an American town that was 
successfully planned and built for the 
needs of its people. Eighteenth century 
life in Virginia centered around the 
great self-maintained plantations, and 
Williamsburg is described as the political 
and cultural capital of the colony — a 
quiet college town enlivened at certain 
seasons by the fairs, races, balls, and 
theatricals which the planters came to 
attend while courts and legislature 
were in session. Several chapters show 
how houses, gardens, and public build- 
ings were constructed and furnished to 
provide a gracious and practical setting 

(Continued on page 34) 
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AT 75... A MOST EFFECTIVE BEAUTY TREATMENTI 


new beauty ® added sales with 
architectural porcelain enamel by 


seaporcel" 


In the heart of Rochester, N.Y., stands 
the 75-year-old Three Sisters Building. 
Look at it before. Look at it /oday, with its 
handsome new facade of 

SEAPORCEL* Porcelain Enamel, 


Covered entirely with SEAPORCEL, in,a 
WRITE TODAY for detailed harmonious blend of colors, the building 


information on applications, looks good . . . inviting to shop in! 
current jobs, and a free - Fluted area, both elevations, is in buff 

“ Ж. p * > Я 
sample of а “shaped” part semi-matte finish. Flat panels between windows 


in rich terra cotta finish. are light green. Protruding fin and sign 


background are white, with 
letters in burgundy semi-matte finish, 


Architects: 
5, E. CHAMBERS, Syracuse 
I. M. COHEN, Chicago 


seaporcel 
METALS, INC. 


28-24 BORDEN AVENUE, _ | 
LONG ISLAND CITY 1, N.Y. SEE OUR 


Complete А. Е. of L, Metal Fabricating & Enameling Shop C 
Also manufactured on tbe West Coast SWEET'S 


SEAPORCEL CORPORATION OF CALIFORNIA 
Represented by McFarland Co., 


1206 West 7th St., Long Beach 3, Calif. *Reg. U.S. Pat. ОЁ, 
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REQUIRED READING 


(Continued from page 32) 


for study, lawmaking, and amusement. 

Another section will answer in grati- 
fying detail the visitor's questions as to 
the way the restoration was carried out, 
explaining as it does the painstaking 
research, site excavation, and preserva- 
tion of surviving parts that went on be- 
fore any rebuilding was attempted. Of 
particular interest here is a page on 
which pictures of restored buildings are 
placed side by side with “before” pho- 
tographs and the faded old sketches from 
which the restoration architects worked. 

The photographs in the second half of 
the book are arranged to serve “аз a 
helpful accompaniment to a walking 
tour, and as an accurate record of what 
has been seen in Williamsburg." 


BUILDINGS IN DENMARK 


Contemporary Danish Architecture. By 
Esbjorn Hiort. Distributed in U.S.A. by 
the Scandinavian Book Service (Box 99, 
Audubon Station, New York 32, N. Y.), 
1949. 64% by 734 in. 108 pp., illus. $2.95. 


A wide variety of building types is 
covered in this small volume, which is 
intended to serve as an introduction to 
the subject of modern architecture in 
Denmark. Printed in parallel columns of 
Danish and English, it is directed both 
to Danes and to foreigners as an aid to 
the understanding of the country’s 
culture and social conditions. 

The author discusses first the build- 
ings of the past 15 years which have 
followed the national brick tradition, 
and then a group built in modern ferro- 
concrete. It is pointed out that interna- 
tional influence is not new to Denmark, 
(which has always been subjected be- 
cause of its position to European ideas), 
but that the Danes have always refined 
such ideas for their own use. It would 
seem from examination of the two groups 
of brick and concrete buildings, that the 
most successful modern Danish archi- 
tecture is that which has done the most 
national refining. 

In addition to the representative 
churches, schools, libraries, and public 
buildings, the book discusses single- and 
multi-family dwellings, with a review of 
the history of Danish housing problems 
which closely parallels similar develop- 
ments in America. 

Some pages of biographical notes pro- 
vide quick reference material on Danish 
architects and their works. 
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FAIRBANKS-MorsE 
101 water Circulating Pump! 


#600 


Here is the hot water circulating pump which has 
all the features of construction and performance that enable 
plumbing and heating contractors, builders and architects to recommend it 
without reservation for homes, apartment buildings, institutions and 


commercial and industrial installations. 


Here are the features which win approval! 


Silent operation — perfectly 
balanced single-suction, 
open-type impeller elimi- 
nates vibration... molded ~~ 
rubber shaft couplings, re- 
silient mounting eliminate 
noise. | 


Leakproof—face-type 
mechanical seal gives 
positive protection 
against leakage. 


Four sizes and ca- 


pacities — ranging 
from 1% inch—35 
g.p.m. to 21 inch 


DIESEL LOCOMOTIVES + DIESEL ENGINES * PUMPS • STOKERS * MOTORS 
* GENERATORS + SCALES • RAILROAD MOTOR CARS and STANDPIPES + 


Built to last—4cast 
iron body and fit- 
tings... precision- 
machined steel shaft 
e. 5. powdered 
bronze bearings. 


art nn 


Positive lubrication 
—provided by 
ample oil reservoir 
aboye bearings. 
Reservoir rarely 
needs refilling, 


For more complete 
information, fill out the 
coupon below, 


oe | | nn n 


eere] |||) a ] | ] |n n n 5 5 8| 9 


I 

I FAIRBANKS, MORSE & CO. 

| 600 So. Michigan Ave., Chicago 5, Ш. 

I 

i Gentlemen: 

1 I’m interested in your hot water Circulating Pump. Please send 

] me further information. 

|] 
e 1 Company Маште.................. 

a name worth remembering : 

ү. Address... зе eee 
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Erecting steelforms on open 
wood centering preparatory to 
placing reinforcing steel. Use of 
steelforms mean a saving іп 
lumber. 


Placing electrical conduits in a 

bridging joist. All conduits are 

у, At , thus placed, eliminating neces- 

As a building method, concrete joist construction leads the sity of extra space for service 
: ucts. | 


field in the Veteran Hospital Building program. Here, as in other build- 
ings, strength and durability are of prime importance. Concrete joist 
construction meets the need in supplying rigid, strong floor construc- 
tions which are fire resistive and sound proof. Construction costs are 
low since steelform jobs require less concrete, less lumber, less labor. 
Steelforms are used over and over again at a nominal rental charge. 


As the originator of the removable steelform method of | 
Concil is being poured here 


concrete joist construction, Ceco is first in the field. So, for concrete over the steelforms and around 

as : the reinforcing steel. The final 

joist construction, call on Ceco, the leader over all. step is removal of steelforms and 
lumber after concrete sets. 


CECO STEEL PRODUCTS CORPORATION 
CECO | General Offices: 5601 West 26th Street, Chicago 50, Illinois 


Offices, warehouses and fabricating plants in principal cities 


№ constriction products CECO ENGINEERING 74e: the Lig difference 
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This is Armstrong's Linotile 


Ап exclusive Armstrong Floor with out- 
standing ability to resist hard wear. For 
over 25 years, first choice of architects 
for heavy traffic areas. Extra smooth 
surface, the result of Linotile's& density 
saves maintenance costs, is easy to clean. 
Resilient, it's comfortable and quiet under- 
foot. Indentation resistance of 200 lbs. per 
sq. in. Recommended for all suspended 
subfloors. 15 marbleized colors; 1/8" 
gauge; variety of sizes. Medium priced. 


This is Armstrong's Rubber Tile 


Often specified solely for its rich, colorful 
beauty. Extra resilient, it cushions foot- 
steps, minimizes underfoot noises. Bril- 
liant colors subtly blend in a handsome 
marble effect. Its surface sheen is un- 
equalled in other medium-priced floor- 
ings. Noted for its long service, Arm- 
strong’s Rubber Tile has indentation re- 
sistance of 200 lbs. per sq. in. Available 
in 20: marbleized colors and plain black; 
1/8" and 8/16" gauges; many tile sizes. 


This is Armstrong's Asphalt Tile First choice for 
а durable, attractive floor when cost is the most important con- 
sideration. Tough and long wearing, it gives good service even 
under heavy traffic. Not affected by alkaline moisture, Arm- 
strong's Asphalt Tile is recommended for use in basements and 
on grade level concrete subfloors. Five types: Standard, Grease- 
proof, Industrial, Conductive, and Greaseproof Conductive. 
Made in plain and marbleized colors. Gauges, 1/8" and 3/16”. 


For additional data on Armstrong’s Resilient Floors— 
Linoleum, Linotile, Rubber Tile, Asphalt Tile, and Cork 
Tile—consult Sweet’s Architectural File, section number 
18e, catalog number 2. For samples and specifications, as 
well as help in solving any unusual flooring problems, 
architects are invited to write to any Armstrong 
District office or directly to the Armstrong Cork 
Company, 2411 State Street, Lancaster, Penna. 


How to choose materials for 
restaurant sound conditioning 


T 

. here are many factors to consider when selecting 
acoustical materials for use in restaurants, Noise- 
quieting efficiency is only one of them. Other factors, 
such as cost, fire resistance, insulating value, mois- 
ture resistance, ease of maintenance, and decorative 
beauty are also important. 


Many acoustical materials have specialized charac- 

teristics. While a single material may well be used 
throughout a restaurant to achieve unity of appear- 
ance, it is often advisable to select materials indi- 
vidually to meet the specific requirements of different 
areas within the restaurant. 
In concentrated noise areas, efficiency is the prime 
consideration. In the cafeteria, mass handling of 
silverware, dishes, and trays usually creates a high 
level of noise. Generally, serving pantries are noisy 
also. In these areas, Armstrong’s Arrestone, with an 
unusually high noise reduction coefficient of .85, 
would provide the needed absorption. Where large 
ceilings are to be treated on a limited budget, Arm- 
strongs Cushiontone also offers high efficiency (.75) 
and is lower in cost and less expensive to install. 


ААА A ҮЕ 


In the kitchen area, moisture resistance, efficiency, 
and ease of maintenance usually determine the choice 
of acoustical material. Over dishwashing and steam- 
table equipment, a material with high moisture re- 
sistance, like Armstrong’s Corkoustic, is necessary. 
Elsewhere, Arrestone is recommended. Residue from 
smoke and vaporized grease is easily cleaned from its 
enameled surface. In addition, it offers highest sound 
absorption and is incombustible. 


In the dining room, foyer, and bar it is important that 
acoustical ceilings have decorative beauty. When 
these areas are furnished with draperies, carpets, and 
upholstered furniture, they absorb enough sound 
to eliminate the need for highest acoustical efficiency. 
Armstrong’s Travertone, with its attractive fissured 
surface, is recommended for these areas. Armstrong’s 
Corkoustic also has high decorative value. 


Fire resistance is required of acoustical materials by 
many city building codes. Two of the Armstrong 
materials are incombustible: Arrestone, a metal pan 
with a mineral wool absorbing pad; and Travertone, 
made of mineral wool pressed into tile form, In addi- 
tion, Armstrong’s Cushiontone can be obtained with 
a special fire-retardant paint finish. 


АП of the Armstrong materials offer high light reflec- 
tion, good thermal insulation, and are light in weight. 
For full details and assistance in making the proper 
selection, consult your Armstrong acoustical 
contractor or write to Armstrong Cork Com- 
pany, 2411 Stevens Street, Lancaster, Penna. 
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Most acoustical materials have one or more specialized characteristics, 
such as high efficiency, low cost, ease of maintenance, beauty, resistance 
to extreme humidity, or fire safety. Proper selection depends upon their 
ability to meet the most important requirements of each restaurant area. 


"*rRADE MARK REGISTRATION PENDING 


CUSHIONTONE® 
low cost 


efficiency 
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e o oand electrical service is 
_ restored with BullDog 


HATS ALL there is to it! A simple push of the finger 

makes or breaks the circuit. No resetting manually 
when the circuit is broken by short or overload. Just PUSH 
—and service is restored. 

Pushmatic is compact, sturdy, simple... the most versa- 
tile and flexible unit available today. It will meet every 
new or changing load condition. 

And Pushmatic units are easy to install! There are no 
complicated group mountings . . . individual single-pole 
units make additions and changes a simple matter. 

There are four types of Pushmatics: THERMAL ONLY, 
THERMAL-MAGNETIC, or either of these types with 
AMBIENT COMPENSATING FEATURES. АП are identi- 
cal in size and contour, in ratings of 15, 20, 30, 40, and 50 
amperes, 120 V., 1 pole, or 120-240 V., 2 poles, AC. All are 
interchangeable for rating and type. i 

Write today for Pushmatic Bulletin 7/493. This descrip- 
tive bulletin contains complete information and prices on 
BullDog Electri-Centers and the new Pushmatic. 


Only (22: natie Electri-Centers 
provide push-button control, 
automatic protection! 


р new Pushmatic ELECTRI- CENTERS 
provide electrical control centers that are the last word 
in efficiency and protection. 


They are attractive, compact, simple... easy to wire. 
' There's plenty of gutter room even in the smallest cabinets. 


With Electri-Centers there are no fuses to buy, no com- 
plicated operations or installation techniques to remember. 
You get versatility and adaptability, ease of installation 
and operation never before obtainable in amy panelboard. 


See the new ELECTRI-CENTERS at first opportunity, 
or write today for Pushmatic Bulletin #493. 


BULLDOG ELECTRIC PRODUCTS COMPANY 
DETROIT 32, MICHIGAN — FIELD OFFICES IN ALL PRINCIPAL CITIES 
IN CANADA: BULLDOG ELECTRIC PRODUCTS OF CANADA, LTD., TORONTO 


HEADQUARTERS FOR ELECTRICAL DISTRIBUTION 
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^Never 
called 


fora 


service- 


man” 


New Trier Township High School, Winnetka, Ш., 
reports 18 years of trouble-free service from 
Telechron-powered clock and program systems. 


“In the 18 years since our first Telechron-powered 
synchronous clock and program was installed,” writes 
R. L. F. Biesemeier, Supervising Engineer of the New 
Trier Township High School, “ше have never called for 


а serviceman, 


. "Based on our experience, we recommend Edwards 
Telechron-powered Clock and Program Systems with- 
out reservation." 

ж ж ж 


It's a safe recommendation, Mr. Biesemeier . . . be- 
cause that service record is typical. Edwards systems 
operate without a master clock . . . eliminating all need 
Íor otherwise frequent servicing and adjusting at this 
point in the system. Send for illustrated bulletin on 
clock and program systems. | Р 


сс 


Edwards Co., Inc., Norwalk, Conn. in Canada: Edwards of Canada, Ltd. 
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опа Steel 
DOORS 


Manually e Mechanically • Power Operated 


Rolling Steel Doors are today being selected for more open- 
ings in a broader variety of building types than ever before. 
Why? ... the answer is simple. The permanence of all steel 
construction means a lifetime of trouble-free service . . . 
smooth, rapid vertical action requires a minimum of space 
adjacent to and above the opening. In Mahon Rolling Steel 
Doors you get the latest developments in doors of this type 
... more compact and more practical operating devices, 
curtains made up of interlocking slats of Stainless Steel, 
Aluminum, or tight-coated Galvanized Steel scientifically 
cleaned, phosphated, and coated with high temperature 
oven baked rust inhibiting enamel prior to roll-forming. 
These, and many other desirable features that characterize 
Mahon Rolling Steel Doors merit your consideration. See 
Sweet's for complete information or write for Catalog No. G-49. 


THE К. C. MAHON COMPANY 


Detroit 11, Michigan € Western Sales Division, Chicago 4, Illinois 
Representatives in All Principal Cities 


Manufacturers of Rolling Steel Doors, Grilles, and Underwriters’ Labeled Rolling Steel 
Doors and Fire Shutters; Insulated Steel Walls; Steel Deck for Roofs, Parti- 
tions, Walls, Acoustical Ceilings, and Permanent Concrete Floor Forms, 


i 


F 


Mahon Power Operated Rolling 
Steel Doors recently installed in 
four double truck openings in a 
shipping entrance ot American 
Metal Products Company's plant, 
Detroit, Michigan. - 
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“Т don’t worry 
when I design with Carrara Glass” 


That’s how many architects feel about this structural glass. 
They know that Carrara Glass possesses the properties that 
assure quality and permanence in a finished job. And there 
are a lot of reasons for this. In the first place, Carrara is the 
result of “Pittsburgh’s” extensive and untiring research, 
aimed at helping to solve architectural problems by supply- 
ing materials which will produce better jobs. Then, Carrara 
is a thoroughly versatile and adaptable medium. It offers 
countless opportunities for original effects, through its 


beauty... its always fresh and modern “feel”... its many 
possible color combinations. It’s a finely-machined product; 
easily handled. Joints are true and even; there is no lippage. 

. It has a closely knit structure. It’s impervious to weather, 
moisture, chemicals, grease, and pencil marks, It doesn't 
check, craze, fade nor stain. So why not give Carrara Glass 
serious consideration in your plans? It will save you worry; 
give lifelong satisfaction to your clients. 


Architect: Wm. York Cocken, Pittsburgh, Pa. 


й 


PAINTS • GLASS . CHEMICALS · BRUSHES · PLASTICS 
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Most enthusiastic boosters for Alcoa Industrial Roofing and Siding 
are the contractors who have erected it; the plant owners who have 
tried it. They have found through experience and cost analysis that 
aluminum-clad buildings are quick and inexpensive to erect; that 
exterior maintenance costs are practically eliminated. 

Alcoa Industrial Roofing can't rot, warp or shatter. It needs no 
protective painting. Light in weight, it goes up fast, makes for lighter | : S 

P А ‚ , К : WIDTHS: Roofing sheet, 35 inches. Siding 

dead load. Tough, corrosion resistant, it will support heavy live loads; sheet, 33% inches, coverage 32 inches. 


will last for years without regular maintenance or heavy upkeep costs. CORRUGATIONS: % inch deep. 2.67 inches, 
crown to crown, 


Here are the Details 
THICKNESS: .032 inches. 


LENGTHS: 5, 6,7, 8, 9, 10, 11, and 12 feet. 


AND APPLICATION DATA PURLIN SPACING CLEAR SPAN UNIFORM LOAD p. s.f. 

This free book gives detailed information on engineer- (Safety Factor, 2) 
ing and erecting buildings using Alcoa Industrial Roofing 6'6" 76" 29 
and Siding. Call your nearby Alcoa Sales Office or write, 60" 70" 35 
ALUMINUM COMPANY OF AMERICA, 1867L Gulf Bldg., 5'6" 64" 41 
Pittsburgh 19, Pennsylvania. 5'0” 58" 50 

4'6" 52" 63 

4'0" 46" 80 


INGOT . SHEET & PLATE +» SHAPES, ROLLED & EXTRUDED . WIRE « ROD • BAR . TUBING • PIPE + SAND, DIE & PERMANENT MOLD CASTINGS « FORGINGS - IMPACT EXTRUSIONS 
ELECTRICAL CONDUCTORS . SCREW MACHINE PRODUCTS • FABRICATED PRODUCTS „ FASTENERS • FOIL + ALUMINUM PIGMENTS • MAGNESIUM PRODUCTS 


NOW—A WELDWOOD Flush Veneer Door 
with Solid Lumber Staved Core 


Figure on extra durability, utility, dimensional stability 
and modest cost when you include the WELDWOOD Solid 
Lumber Staved Core Flush Veneer Door in your plans. 


* * Ж * * * 


On your next job—you can plan on obtaining lifelong 
beauty and satisfaction by specifying this WELDW ООР 
Door, whether for interior or exterior use. 


The Solid Lumber Core gives the door a real feeling 
of solidity. At the same time the door is substantially 
lighter than other doors of similar type. Available 
with face veneers of all the popular species, the 
WELDWOOD Flush Veneer Door gives you the rich 
beauty of real wood. 


The thoroughly seasoned and kiln-dried basswood lum- 
ber laid on edge in staved construction makes the door 
dimensionally stable—no warping and twisting. And 
because 100% waterproof phenolic resin glue is used, 
the door is perfect for either interior or exterior use. 


This WELDWOOD Door lends itself especially to 
cutting light or louvre openings in the field. Or you 
can obtain the door on order with the openings already 
prepared. 


The addition of this Solid Lumber Staved Core Door 
complements the present line of popular WELDWOOD 
Flush Veneer Doors, including the WELDWOOD 
Standard Door (with incombustible mineral core) and 
the WELDW OOD Fire Door which carries the Under- 
writers’ Class “В” Label. Write or contact our nearest 
branch for full information on the complete assort- 
ment of Weldwood Doors. 


UNITED STATES PLYWOOD CORPORATION 


55 West 44th Street, New York 18, N. Y. 


Distributing units т Albany, Baltimore, Boston, Brooklyn, Buffalo, Seattle, Spokane, St. Paul, Toronto. Also U. S. Mengel Plywoods, 
Chicago, Cincinnati, Cleveland, Detroit, Fresno, Glendale, East Inc., distributing units in Atlanta, Birmingham, Dallas, Houston, 
Hartford, High Point, Indianapolis, Los Angeles, Milwaukee, Jacksonville, Kansas City, Louisville, New Orleans, San Antonio, 
Newark, New Hyde Park, N. Y., New York, Oakland, Philadelphia, St. Louis, Tampa. In Canada: United States Plywood of Canada, 
Pittsburgh, Portland, Ore., Richmond, Rochester, San Francisco, Limited, Toronto. Send inquiries to nearest point. 
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rely on Medart... to: complete planning service 


Мим still debate the question of the chicken or the egg. But for the 
right kind of installations there's no question that planning comes first/ 
The use of Medart planning and engineering facilities, for honest, 
unbiased analysis of your problems adds no cost to the job. BUT... 
the savings in cost in arriving at the proper kind of installation based 
on your architectural requirements . . . are likely to be considerable. 


Whether you're planning a complete installation or partial replace- 
ments ... it costs no more and results are sure if you let Medart 
help you plan. 


MEDART MAKES 


Gymnasium Apparatus 
Basketball Backstops 
Telescopic Gym Seats 
Basketball Scoreboards 
Acromat-Trampolin 
Steel Lockers 

Steel Lockerobes 


FRED MEDART PRODUCTS, INC. 


3535 DE KALB ST. 


ST. LOUIS 18, MO. 


LEADERS FOR OVER 75 YEARS IN THE MANUFACTURE OF SCHOOL EQUIPMENT 
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THE FOREST HILLS PARK APARTMENTS 
13995 Superior Rd., East Cleveland, Ohio. 
Architects, Weinberg, Laurie & Teare, Cleve- 
land... Gen'l Contr., The Shaker Masonry 
& Concrete Co., Cleveland ... Plastering 
Contr., Jos. Marino, Cleveland . . . Lathing 
Contr., Chas. Molino, Cleveland. 


with Gold Bond Solid Partition System 


RCHITECTS Weinberg, Laurie and Teare saved 

about 4" per wallin these fine new Cleveland apart- 
ments by using the Gold Bond 2 inch Solid Partition 
System. This modern system combines solid Gold Bond 
Plaster and Metal Lath to give super strength partitions, 
about 2 inches thick, that are fireproof and effectively 
subdue noise transmission. But the big plus is approxi- 
mately 7% increase in the income-producing living space. 


Over 150 Gold Bond Products, including gypsum lath, plaster, lime, wallboards, gypsum sheathing, rock wool insulation, metal lath products 


What’s more, the architect is relieved of one big worry 
when he specifies Gold Bond materials right down the 
line because the responsibility for performance is centered 
on one dependable manufacturer—the National Gypsum 
Company. For your next job, check up on the Gold Bond 
Solid Partition System. Fully described in Sweet’s, or drop 
us a card for a 15 minute demonstration—no obligation! 
NATIONAL GYPSUM COMPANY, BUFFALO 2, М, Y. 


You'll build. or 
remodel better with | 


Gold Bond 


and partition systems, wall paint and acoustical materials. 
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Because large conventional hot water projects and deluxe radiant 
heating jobs have given Sarcotherm more than ordinary publicity 
lately, is no reason to overlook stores, offices, factories and indi- 
vidual homes. 


For Sarcotherm is the delight of any heating man who is in com- 
petition, either as to the over-all price of the heating job or the 
luxurious comfort and convenience that various hook-ups with 
Sarcotherm can provide. 


Sarcotherm is а simple mixing valve, actuated by two liquid filled 
thermostats, inside and outside the building. Warm return water is 
mixed with hot boiler water, and delivered at the temperature 
needed at that particular hour. It is all mechanical—no electricity, 
or compressed air. No mysteries to explain to the owner. 


And Sarcotherm is extremely flexible. Multiple zone control, split 
systems, automatic set-backs and double switch lines can be incor- 
porated with ease. 


THE NEW SARCOTHERM CATALOG and TECHNICAL BULLETINS ARE AVAILABLE FOR YOUR FILES 


APARTMENTS 


Three Sarcotherms оп zone 
control in motel. 


SARCOTHERM CONTROLS, INC. • Empire State Bldg. e NEW YORK 1, М. Y. - 
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E. Т. BRUCE CO. 
Box 397 
Memphis 1, Tenn. 


Tell me more about Bruce Ranch Plank Floor. 


Name ese Cesc Л els decent n 
Address. eee ee ice cece eee teens 


City and States... cc. leer 


Bruce Ranch Plank Floor 


IT'S BEAUTIFUL! IT'S DISTINCTIVE! 


YOU’LL BE AMAZED АТ ITS MODERATE COST! 


м Bruce has done it again! This new Ranch Plank Floor promises 
to be one of the most popular and practical floor types ever devel- 
oped. With alternate 214" and 314" widths, walnut pegs and beveled Look at these features! 
edges, it gives the rich, distinctive effect of a very expensive floor. p 


Yet, the Ranch Plank Floor is inexpensive . . . in fact, costs little 
more than an ordinary floor. It's so easy to install, too . . . blind 
nailed like a regular strip floor. And there's no sanding or finishing 
on the job, because Ranch Plank is pegged and finished at the . Alternate-width oak strips with 
factory. This flooring is packaged in end cartons, too, for complete четти eee сте Ranch z lank a 
protection and easy handling. 


The beautiful new “Decorator” Finish on Ranch Plank pleases 
everyone and barmonizes with any interior color scheme. Architects 
and interior decorators praise this beautiful oak floor for all types 
of homes and apartments. 


You'll want to see for yourself what the Ranch Plank Floor offers The famous “Scratch Tes! Finish is 
you. So mail the coupon below for complete information and new factory-applied in a new, mellow 
literature with color photographs. Decorator’. Shade. 


E. L. BRUCE CO., MEMPHIS 1, TENN. 


ADAPTED TO ALL ARCHITECTURAL STYLES 


Modern — ' Ranch Traditional Apartments 


CONSERVATIVE GOOD 


TASTE characterizes bank modern- 
ization today . . . and a strikingly apt 
medium is ENDURO Stainless Steel—in 
exterior trim, escalators,stairways,archi- 
traves and bank fittings, Banks and finan- 
cial houses, ultra- conservative in the 
past, are finding functional design to be 
a stimulus to better customer relations. 


THE METAL THAT SAYS "COME IN"..."KEEP OUT" 


Republic ENDURO Stainless Steel... one of 
the most versatile materials at the architect’s 
command ... lends itself perfectly to func- 
tional design, simplicity, good taste, and to 
the eye-appeal that says, "Welcome! We value 
your patronage!” No less does its obvious 
strength and toughness, standing guard over 
architraves and no-admittance areas of the 
bank proper, tell the prowler, "Keep Out!" 


Decoratively, ENDURO’s versatility gives full 
rein to the architect's creative imagination. 
Its high strength-to-weight ratio makes it 
practical in thin section, readily contoured, 
shaped or surface-patterned. Its resistance to 


STAINLESS STEEL 


ВЕС, U. 8. РАТ. OFF, 
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и Check ALL 10 Advantages: © RUST AND CORROSION-RESISTANCE е HEAT- 
RESISTANCE ө HIGH STRENGTH e NO METALLIC CONTAMINATION € SANITARY SURFACES 
© EASY TO CLEAN ө EYE APPEAL © EASY TO FABRICATE ө LONG LIFE © LOW END COST, 


corrosion and its ease of cleaning broaden 
its applications and make it permanently 
beautiful. Structurally ENDURO is rugged, 
lightweight, resistant to heat and cold, has a 
low coefficient of expansion and possesses 
unusually long life. It is the architect’s metal! 


If not fully conversant with ALL of ENDURO's 
characteristics, see Sweet's Architectural File 
or write today to: 


REPUBLIC STEEL CORPORATION 


Alloy Steel Division * Massillon, Ohio 
GENERAL OFFICES . CLEVELAND T, OHIO 
Export Department: Chrysler Building, New York 17, N. Y. 
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Lamps that 
make you hungry 


EMODELING and relighting with General Electric 
fluorescent lamps helped increase business 136% in one 
of Thompsons Restaurants (Chicago) shown above. 


Management says the new lighting“... attracts the atten- 
tion of passersby . .. makes the food appear more appetizing 


than ever before." 


General Electric slimline fluorescent lamps in modern 
fixtures are used over the entrance and just inside the front 
window. Their high light output attracts customers. The 
long, unbroken lines of light give a clean, modern effect. 


Other G-E slimline features important to owners are 
instant starting (no starters needed), ease and 
economy of maintenance and long life. 


Whatever lamps your design calls for, 
specify General Electric. There are more than 
10,000 types and sizes of G-E lamps to choose SLIMLINE 
from, all constantly improved by research to ШТ 
STAY BRIGHTER LONGER. 


8' G-E slimline fluorescent lamp 


4r 12° & 96° SUMUNE 


ALBALITE GLASS 


CEILING LINE 


W 
Slimline lamps highlight entrance, Use 
of 3 sizes permits curved effect. 


Slimlines in 6-lamp fixtures are placed just 
inside front window, attract customers. 
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You can put your confidence in— 


GENERAL ĜA ELECTRIC 
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WORTHINGTON 


WORTHINGTON PUMP AND MACHINERY CORPORATION 


HARRISON, NEW JERSEY 


New Weather- Making Plant Has Finger-Tip Control 


Thermostats Each 14 Feet, Four Fan Rooms 
On Each Floor, Assure Flexibility 


A weather factory huge enough to 
turn out a ton of ice every day for 
every office in the new General Pe- 
troleum building, but sensitive enough 
to supply a different temperature every 
fourteen feet throughout the entire 
half-million square foot structure . . . 
that's the heating and air condition- 
ing plant in General Petroleum 
Corp.'s new building in Los Angeles. 

Basic approach in design of the 
equipment, which was done by the 
office of Ralph E. Phillips, consulting 
mechanical and electrical engineers, 
was determined by Southern Califor- 
nia weather which may require the 
building to be heated and cooled si- 
multaneously. One duct brings cooled 
air and the other heated air to all por- 
tions of the building. 

The outlets are spaced to fit the 
modular design of the building which 
15 on a 14 and 7 foot plan. Outlets are 


located each 14 feet on most floors; 
a few floors, where smaller offices 


may be used, have outlets every 7 feet. 
Each outlet has its own thermostatic 
control—more than a thousand con- 
trols altogether. Since most offices are 
14 feet in width, that means each of- 
fice can choose its own weather. 
The controls operate dampers 


which automatically mix the hot and 
cold air to provide the desired tem- 
perature. А minimum of six and an 
average of eight complete air changes 
hourly are provided. 

Feeding the air to the twin-duct sys- 
tem are 48 fan rooms. Four are located 
on each floor from the second to the 
top floor of the 13-story building. 
Each fan room contains heating and 
cooling coils and a 3 horsepower elec- 
trically driven fan flowing 7500 cfm. 

The refrigeration plant consists of 
three Worthington 300-hp centrifugal 
compressors, using “Freon 11", with 
a capacity of 333 tons each. Chilled 
water from the refrigeration plant is 
circulated to the cooling coils in the 
fan rooms, from where the cooled and 
conditionedair is distributed through- 
out the building. Cooling towers are 
located on the roof. 

W. S. Kilpatrick & Company, Los 
Angeles, contractors. Wurdeman & 
Becket, Los Angeles, Architects. 


Hot News Gets Cooled Off 


The Nashville Tennesseean and the 
Nashville Banner are published in 
Newspaper Printing Corp.’s air con- 
ditioned building. 

The entire building, with the excep- 
tion of the press room with its large 
printing roll presses, is air condi- 
tioned with Worthington equipment. 
Executive offices have individual tem- 
perature control. Multiple zone con- 
trol for the building is provided by 
using face and by-pass dampers plus 
hot water reheat. 


AIR CONDITIONING 
REPORT 


Specialists in air conditioning 
and refrigeration 
for more than 50 years 


Air conditioning is provided by a 
Worthington centrifugal refrigera- 
tion system with a 150 ton refriger- 
ation capacity. Chilled water is dis- 
tributed to nine AVY and AHY type 
central plant air conditioning units 
which have chilled water cooling 
coils. A Worthington chilled water 
pump and two tower pumps complete 
the equipment for the system 

Architects and Engineers: Marr & 
Holman, Nashville. Contractors: J. M. 
Gallagher Co., Nashville. 


qe i ue 


Looks . .. and Feels Different 


The Kaufman Department Store in 
Colorado Springs, Colorado, starts 
its 54th year in business with a new 
look and a different climate. All three 
floors of the store are air conditioned 
with Worthington equipment, which 
includes a GHF4 Freon-12 condens- 
ing unit and a 4HF4 Freon-12 con- 
densing unit. The latter controls tem- 
perature of basement and first floor, 
the GHF4 unit controls second floor. 
Zone control is used by both. Con- 
sulting engineer: Douglas Jardine, 
Colorado Springs, Colorado. 


A9-21 


WORTHI 
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AIR CONDITIONING 
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NGTON 


REFRIGERATION 


A complete line... in which all the vital 
components are made, not just assembled by 
Worthington. For more worth with Worthing- 
ton, see your nearby Worthington distributor 
(consult Classified Telephone Directory). 
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HI-EFFICIENCY FEEDER BUSDUCT 
offers a new high in the efficient distribution 
of power and light... by reducing voltage loss 
to less tban 2 volts per 100 feet.at 80% power factor. 


This modern, steel enclosed, ventilated-type 
electrical feeder is designed to provide a life- 
time of just such efficient electrical service in 
the transfer of heavy current from service 
entrance to distribution center, from genera- 
tors to switchboards or from switchboards 
to distribution centers. 


The photos shown are of a recent 4000 
amp., 3 phase, 4-wire @ Hi-Efficiency Busduct 
installation. Note that sections can be run 
horizontal or vertical, up and around pipes 
or other difficult angles, and through walls, 
floors or ceilings. 


Inadditionto its extreme flexibility, minimum 
voltage loss and reliability of service, Feeder 
@® Busduct is readily accessible, reduces main- 
tenance and provides for future expansion. 


Furnished in 2, 3 or 4 conductors, 600 to 
4000 amps., 600 volts АС or less. 


Your ® Representative will gladly discuss the electrical 
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А Adam Electric Co. 


ST. LOUIS 13, MISSOURI 


advantages of a Busduct system for your plant. Or if you 


prefer, write for Busduct Bulletin 701. 
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rchitectural — 
Concrete 


HE new dormitories at Claremont Men’s Col- 


lege, Claremont, Calif., featuring a simple floor 
plan and functional design, strike a strong masculine 
note as executed in architectural concrete. 
Architectural concrete is adaptable to any style 
the architect may conceive. While it is rugged and 
enduring, it can be molded economically into deli- 
cate ornamentation possessing a sculptural quality. 
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Appleby Hall, Claremont Men’s College, 
was designed with concrete walls, floors, 
stairs, balconies and roof slab to withstand 
seismic forces. Allison & Rible, architects. 
E. S. McKittrick Co., Inc., contractor. 


By following the tested principles of quality con- 
crete construction architects can design architec- 
tural concrete buildings capable of resisting 
the climatic conditions prevailing in any part of 
the country, no matter how severe they may be. 


PORTLAND CEMENT ASSOCIATION 
33 WEST GRAND AVENUE, CHICAGO 10, ILLINOIS 


A national organization to improve and extend the uses of portland cement 
and concrete... through scientific research and engineering field work 
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Kencorks practical luxury actually COSES less! 


No other floor is so practical... Yes, Kencork actually saves your 
clients money because these beautiful mellow-tone cork tiles need no 
expensive floor coverings...their beauty alone is enough! And years 
of use won't dim their loveliness. Kencork Floors in use 30 years and 
more still refuse to show signs of wear! Practical Kencork is easier to 


care Гог. too... requires only occasional waxings. 


No other floor is so luxurious... Wonderful to walk upon, the quiet 
luxury of Kencork lends distinctive elegance to every room. The rich 
tones blend harmoniously with fabrics of every type... compliment the 
beauty of every color scheme. It's hard to believe that Kencork's 
wealth of luxury costs so little! You'll find it pays to specify Kencork. 


Ба Ру teenei, пт, SI 2nd Ave, Brooklyn 15, N. Y... . RESILIENT TILE FLOORING FOR FIFTY YEARS 


' beautiful Cork Tile Flooring — Also Makers of famous Guaranteed Кепе Flooring 


DAVID E. KENNEDY, INC., 58 Second Ave., Brooklyn 15, N. Y. 
1211 NBC Bidg., Cleveland 14, Ohio * 225 Moore St. S. E., 
Atlanta 2, Ga. * 452 Statler Bldg., Boston 16, Mass. * 17th and 
Sansom St., Philadelphia, Pa. * 4532 So. Kolin Ave., Chicago 32, 
Ш. * 350 Fifth Ave., New York 1, М. Y. * 1440 11th St., Denver 4, 
Colo. * 2205 Grand Ave., Kansas City 8, Mo. * 4501 Santa Fe 
Ave., Los Angeles 11, Calif. 


TOM HENDERSON 
FAMOUS COLLIER'S CARTOONIST 


"Boy, I'm glad we gotta guide who knows 


TI H с. HAGER & SONS HINGE MFG. СО. - St. Louis, Mo. 
ө FOUNDED 1849 — EVERY HAGER HINGE SWINGS ON 100 YEARS OF EXPERIENCE 
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Standardized, self-enclosed starter units make building-on easy — 
As your system expands, these new motor-starting units can be 
replaced easily with larger ones because widths are uniform, 
heights proportionate. Complete new sections can be added 
alongside, or backed-up to, existing sections, Front-connected 
wiring dnd snap-on contacts make installation and servicing easy. 

Development of this control center is yet another proof that 
General Electric keeps abreast of commercial-building needs 
with complete electric equipment for elevator, pump and blower 
drives—power distribution and conversion purposes. Your nearest 
G-E sales office will have an application engineer help you plan 
your entire system. Also, write for Bulletin GEA-4979, "New G-E 
Motor Control Center." Apparatus Dept, General Electric Co., 
Schenectady, N. Y. 


665-105 


GENERAL GO ELECTRIC 
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a a ‚роет ШАГ pech buda than words 
LEES Contract Carpets 


Silence is golden! Especially when 
it's the quiet luxury of Lees Con- 
tract Саа “Welcome” to 
your guests. Lees Carpets are good 
economy too. Loomed from 100% 
imported wool dyed in stainless 
steel vats by Lees special formula— 


they're woven to stand heavy traffic. 
А wide choice of colors, patterns, 
textures, fabrics— traditional or 
modern. Custom designs for special 
interiors. A Lees installation is 
always an individual creation...not 
“just another job”. 


Send for specific information from James 
Lees and Sons Company, Contract Carpet 
Division, Bridgeport, Penna.; or Showroom 
№. 1814, Merchandise Mart, Chicago, Ш. 


JAMES LEES AND SONS COMPANY, BRIDGEPORT, PENNA. * MAKERS OF LEES CARPETS, COLUMBIA AND MINERVA HAND-KNITTING YARNS 
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ве windows you 
remember the window washer 


оо 
биг Torget AM 
Other Maintenance! 


Yes, routine washing is the only maintenance these 
Adlake Aluminum Windows will ever require. 


Thus before you know it, by eliminating all 
maintenance cost, they'll pay for themselves. 
What's more, they'll last as long as the building. 


ONLY ADLAKE WiNDows have the combination of 
woven-pile weather stripping and patented serrated 
guides that assures minimum air infiltration and 
absolute finger-tip control. And Adlake Windows 
never warp, rot, rattle, stick or swell. They 

retain their good looks and easy operation 

for the life of the building. 


For THE WHOLE STORY on how Adlake Aluminum 
Windows save maintenance costs and give 
worry-free operation, drop us a post card today. 
Address The Adams & Westlake Company, 

1102 North Michigan Avenue, Elkhart, Indiana. 
No obligation, of course. 


ADLAKE ALUMINUM WINDOWS 
| жын шш жыды 


meats — confirmed by Pitrserten Testes ири 
коа — ийги таз MANI ACTURERS Мусин 


* Minimum Air Infiltration ө Finger-tip Control 
* No Warp, Rot, Rattle, Stick * No Painting or Maintenance 


* Ease of Installation 


TRADE MARK 


THE 


Adams & Westlake 


COMPANY 


Established 1857. › ELKHART, IND. • New York • Chicago 


Pratt Diagnostic Hospital, Boston, Mass. 
Installations: 486 Adlake double-hung Aluminum Windows 
Architect: Reinhardt-Hofmeister & Walquist, М, У. Contractor: Barr & Lane, Boston 
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WILL THAT 
COOLING SYSTEM 
BE 


%Ауңтю® ? 


assure lasting silence... 


Specify 
QUIET MARLO 
COOLING UNITS 


207 аз а Sleeping Жайеи, Майо Ceiling type 
and Floor type air conditioning units 

eliminate the disturbing noises formerly accepted as 
“necessary evils” of air conditioning and cooling systems. 
Compactly designed with all metal, enclosed 

construction, they're built to serve silently 

... dependably ... and economically. 


ло aated for their quiet, dependable per- 
formance, Marlo Evaporative Condensers and 

Cooling Towers are unseen... with below-the-parapet 
installation . . ‚ operate with up to 95% water savings... 
all extra advantages that please your clients! 


ma 
MARLO : HEATTa ansrer 


Since 1925 


Send for data on the complete line of MARLO Cooling and Heating Equipment 
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Specify Anaconda Through-Wall Flashing 


better because... 


Integral dam, the full height of 
corrugations, provides positive 
drainage in desired direction. 


Oo ANACONDA herringbone corrugations grip 
mortar firmly, strongly—permanently, 
above and below. 


ANACONDA design assures proper—prompt 
—complete drainage. 


Lengths are lapped and locked 
endwise by simply nesting cor- 
rugations. 


ANACONDA flat selvage makes neat, efficient 


installation easier—faster. 
Flat selvage eliminates ridge а} 


è $ ў drain edge. 
Integral one-piece corner flashings И 


are available. 


© © © 


Bending counter flashing selvage 
upward to insert base flashing 
does not form ridge at drain edge. 


Standard outside corner flashing unit. 
Dam on outside, drains in. 


Flat selvage provides a counter 
flashing and permits neat locks 
to adjacent sheet metal 


Forcomplete architectural data on ANACONDA 
'Through-Wall Flashing, let us send you book- 
let C-28. Just address The American Brass 
Company, Waterbury 20, Connecticut. In 
Canada: Anaconda American Brass Ltd., New 
'Toronto, Ontario. 4905 


_ For sure protection ANACON DA 


THROUGH-WALL FLASHING 
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ARCHITECTS • ENGINEERS: 
Cram & Ferguson, 
Boston, Mass. 


BUILDERS: 
Turner Construction Co., 
Boston, Mass. 


With JOHN HANCOCK 
its a POLICY 


For this new 

home office building, 

as for its predecessor 
constructed 26 years ago, 
The John Hancock Mutual 
Life Insurance Company 


chose 


STANLEY 
BALL BEARING 
BUTT HINGES 


zs 


ID d рая 
с Die 


Опе thing they have in common... If you want hinges that last on buildings you plan, 
make it a policy to specify Stanley. For nearly half 
a century the Stanley Ball Bearing Hinge has been 
the ''architect's hinge". On all hardware, in fact, 
you'll find the Stanley trade mark good insurance. 
'The Stanley Works, New Britain, Connecticut. 


this beautiful new, completely modern building 
which towers 26 stories into the sky over Boston, 
Massachusetts, and the old Home Office of The 
John Hancock Mutual Life Insurance Company 
that has stood for a quarter century near Copley 
Square— 


both buildings are equipped with Stanley Ball 
Bearing Butt Hinges, three to a door. 


A satisfied client is the best recommendation an 
architect can have. | . Reg. U.S. Pat. Off. 


HARDWARE * HAND TOOLS * ELECTRIC TOOLS * STEEL STRAPPING. 
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For concrete structures d and small 


Specify American Welded 


From the world’s largest building to small homes— 
in schools and hospitals, in churches, stores, high- 
ways, bridges and viaducts—many of the countless 
? uses of concrete construction are made possible by 
у ШЫ welded wire fabric reinforcement. And in an im- 

Г *pressive number of them you will find American 

Welded Wire Fabric. It has proved to be the most efficient and 
economical reinforcement for all sorts of concrete construction. 

American Welded Wire Fabric, with its many closely spaced 
strands of cold-drawn high yield point steel, comes in long rolls 
and flat sheets. Both provide continuous reinforcement for large 
areas of floors, walls and roofs. They can be fitted to girders, 
pillars, beams and other irregular structural shapes. With Amer- 
ican Welded Wire Fabric you can reinforce all parts of all con- 
crete structures. 

American Welded Wire Fabric can be placed quickly, lies 

‚ flat and stays in place during pouring. And, since thinner slabs 
carry higher allowable stresses, you need less steel, less concrete. 
These savings in construction time, in labor and materia! costs, 
are among the important reasons why so many architects and 
engineers specify U:S:S American Welded Wire Fabric for con- 
crete structures of all sizes. 

Many standard designs and sizes of fabric are now readily avail- 
able. Our technical staff will be glad to supply complete data, to 
help you select the fabric best fitted to your requirements. Just 
drop a line to the neatest office on out list, there is no obligation. 


AMERICAN STEEL & WIRE COMPANY, GENERAL OFFICES: CLEVELAND, OHIO 
COLUMBIA STEEL COMPANY, SAN FRANCISCO, PACIFIC COAST DISTRIBUTORS 


TENNESSEE COAL, IRON & RAILROAD COMPANY, BIRMINGHAM 
SOUTHERN DISTRIBUTORS 


UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


This sketch shows where 
American Welded Wire 
Fabric is used in modern 
concrete buildings. It re- 
inforces walls, floors 
and roofs, can be draped over beams and girders and 
wrapped around pillars. Many uses of concrete in irreg» 
ular structural shapes are made practical by American 
Welded Wire Fabric reinforcement. 


AM 
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“ISN'T THAT A SMOOTH- 
SURFACED ASBESTOS 
ROOF DOWN THERE?" 


үт" 
SSS 


SURE, AND THAT MEANS 
FIREPROOF, ROTPROOF, 
WEATHERPROOF FELTS" 


Yes-iřs а 
Flexstone' Roof 


Each ply is a flexible 
covering of stone! 


"THAT'S NOT ALL. NO 
SLAG OR GRAVEL! 


@ The secret of a Johns-Manville Flexstone Roof 
is in the felts. They’re made of fireproof, rotproof, 
enduring asbestos. 

Flexstone Built-Up Roofs won’t dry out from 
the sun . . . need no periodic coating. They're 
smooth-surfaced, too—permit thorough drainage 

. make any damage easy to locate and repair. 
They are engineered to each job... applied only 
by J-M Approved Roofers. 


J-M Asbestos felts are perforated to make ap- 
plication easier... give you a smoother job and 
conform better to irregularities in the roof deck. 


Send for Flexstone brochure ВО-51А. „зании: 
Contains complete specifications. JM 
Address: Johns-Manville, Box 290, JM 
New York 16, М. У. *Reg. U.S. Pat. ОТ SOME! 


Johns-Manville А 


CORRUGATED TRANSITE* © ACOUSTICAL CEILINGS 


‘Built-Up Roofs 


DECORATIVE FLOORS © *TRANSITE WALLS * ETC. 
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OR CONTROL 


h 


А concealed door control with 
advanced design and precision 


construction to produce... 


* More positive and more com- 


plete door control. 


® longer service life under all 


service conditions. 


e Complete adaptability to mod- 


Controls are now manufactured and dis- ern design. 


tributed by Logan Engineering Co., makers 
of precision mechanical equipment known 
and used throughout the world. The Logan 
quality reputation is added assurance of 


outstanding performance from every 


NEW Dor-O-Matic Folder 


f 


Dor-O-Matic Door Control you specify. 


i 


sent on request, 
It belongs in your 


The Dor-O-Matic Control is available in Yer 
specifications file. 


forty different models to meet a wide variety 
of application requirements. Write today for 
full information. 


— — ТТИ ТТГ 


DIVISION OF 


LOGAN ENGINEERING. co. 


4908 W. Lawrence Ave., Chicago 30, Illinois 


f eem 
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UNEQUALED 
EXPERIENCE 


UNEQUALED 
PRODUCTION 


Aerofin manufactures finned 
heat-transfer surface exclusively. 
The experience gained by such 
specialization permits the selec- 
tion of just the right surface and 
materials for each particular job 
— for each application. 


When you specify Aerofin finned heat-transfer sur- 
face, you specify high efficiency, long life and easy 
maintenance. Аз pioneer in the field, Aerofin has 
developed unequaled know-how and production 


"Mel i ; з z Attention {о E many details 
facilities to apply to your particular heat-transfer ihat make uibs carpit unit 


typifies the Aerofin way. For in- 


application. Continual research accounts for the stance, Чп: this. particular zebil, 
г : careful braziná of the return 
accuracy of Aerofin's published ratings. You can use tubes to the header plates as- 


sures leak-proof construction. 


them with full confidence. 


Aerofin controls every phase in 
the production of its finned heat- 
transfer coils and units. This 
control is maintained by rigid 
specifications and inspection, and 


А T П bly is d in th 
Aerofin units do the job Аёгойп plant RS ries 


P Better, Faster, Cheaper 


AEROFIN CORPORATION 


410 South Geddes St. SYRACUSE 1, N. Y. 


NEW YORK * CHICAGO * CLEVELAND * DETROIT * PHILADELPHIA * DALLAS * SAN FRANCISCO * MONTREAL 
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Made with 
WHEELING 
Expanded Metal 


at low cost... 


- 
ea. 
e3. 
= 
CN 
= 
С 
кам, 


i d 


/* ppreciating the decorative texture of Wheeling Ex- 
panded Metal, architects Sanders and Malsin utilized 
it for this unusual Coward ShoeStore facade in Brooklyn. 
ExM panels, shipped cut to size, framed and painted 
by Wheeling, were installed by two men ina day, Total 
cost was nearly 4% less than any alternate type of treat- 
ment. А feature is the ease of mounting special store 
front displays attached to the rigid mesh, or even by 
substituting other panels bolted to the supporting steel. 
The ExM weathers evenly without streaks, preserving 
its interesting texture. Available in many weights and 


mesh sizes, easily shaped, it offers many architectural 
possibilities. Your inquiries will be welcome. 


WHEELING CORRUGATING COMPANY 


WHEELING, WEST VIRGINIA 


Atlanta * Boston * Buffalo • Chicago • Cleveland « 


Columbus • Detroit 
Louisville e Minneapolis • New Orleans e Мем York 


* Philadelphia • Richmond 
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Kansas City 
St. Louis 


WHEELING EXPANDED METAL is expanded 
from a solid plate of steel into flat sheets of 
diamond mesh fabric, Available in many weights 


and sizes for a wide variety of uses from stair 
treads to ventilator grilles. 


67 


OF REVERE COPPER 
| WATER TUBE AT 
2 OAK RIDGE, TENN. 


500 Permanent Homes to be heated by 
RADIANT PANEL METHOD 


This huge project of 500 permanent homes being built for the 
U. S. Atomic Energy Commission at a cost of $6,500,000.00 by 
John А. Johnson & Sons, Іас., Oak Ridge, Tenn., will consume 
540,900 feet of Revere Copper Tube to be used for radiant panel 
heating, water lines and service connections. 

Аз more and тоге radiant panel heating systems are being in- 
stalled, more and more contractors and builders are finding out that 
they like to work with Revere Copper Tube. They have found they 
can trust it to guard against leaks, inadequate flow and faulty circu- 
lation . . . that it is unusually easy to handle and bend, has full wall 
thickness and close dimensional tolerances so essential for tight sol- 
dered joints. And, installed, Revere Copper Tube costs little or no 
more in the first place... may be much less in the long run. 


NEW REVERE BOOKLET MAKES IT EASY TO DESIGN 
FOR RADIANT PANEL HEATING 


This booklet, “А Simplified Design Procedure For Residential Panel, 
Heating," contains the most simple, rapid method of design for 
panel heating ever devised. Send for your free copy today! 


REVERE 


COPPER AND BRASS INCORPORATED 
Founded by Paul Revere in 1801 
230 Park Avenue, New York 17, New York 
Mills: Baltimore, Md. Chicago, Ш; Detroit, Mich; Los Angeles and Riverside, 
Calif; New Bedford, Mass; Rome, М, Y.—Sales Offices in Principal Cities, 
Distributors Everywhere. 
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TO SAVE TIME AND MONEY IN HANDLING 
and installing the radiant panels for heating, the Revere 
Copper Water Tube was speedily bent into wooden forms 
by hand, then wired to temporary frames and stacked flat 
until needed, Tube sizes run from У to 144". 


VIEW AT OAK RIDGE, TENN., of the 500 permanent 
homes built for the U. S. Atomic Energy Commission. 
Architects—Skidmore, Owings & Merrill, Chicago, Ш, 
Oak Ridge, Tenn. Plumbing Contractor—Brown Plumb- 
ing & Heating Co., Birmingham, Ala. Revere Tube 
Jurnisbed by Crane Co., Birmingham, Ala. 
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The new Type EAC is equipped 
with a manually-operated auxiliary 
effective area control ring that pro- 
vides a simple method of varying 
performance by adjustment of throw 
„++ No. 4 Control Unit assures min- 
vte regulation of volume, Another 
recent addition to the Aerofuse line, 
Type ES meets the need for a fixed- 
type high capacity diffuser, 


AEROFUSE AT MACY’S 


It isn't surprising that important 
air conditioning installations on 
San Francisco's famed Union 
Square — and, in fact, through- 
out the city — are Aerofuse 
Diffuser installations. Experience 
has proved that for efficient 
performance, for. smart appear- 
ance, for initial-cost economy, 
Aerofuse Diffusers meet the most 
exacting specifications of engineers, 
architects, contractors, and building 
owners alike ... at the vital point 
of air delivery! 


For details of the complete Aero- 
fuse line, size selection information 
and complete engineering data... 
write for a copy of Catalog 102. 


Inc 


NEW BRITAIN, CONNECTICUT 


AND YOU'LL SELECT 


CHECK 
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THINK" FASTER THAN A TRAFFIC PROBLEM CAN GROW 


Tucked in the electronic cells of Selectomatic's ingenious Electrical Brain are the pre-set answers to 


any elevator traffic problem your tenants may present. 


For instance— during the Off Peak period (9:30 to 4:30) in a typical office building, this advance elec- 
trical knowledge works wonders. Set just one button and Selectomatic has "anticipated" your Off 


Peak problems for the entire day and is ready to calculate correct answers— instantly and automatically. 


Tenants can go out for coffee, lunch or cokes in trickles or torrents . . . visitors can enter your building 
single file or by platoons... traffic can make a quick switch from light lulls to sudden surges in 
either direction . . . Selectomatic's Electrical Brain automatically reacts to the strongest demands and. 


slightest whims with the most efficient passenger service possible to or from any floor at any time. 


Selectomatic is the exclusive development that makes Westinghouse Elevators superior to any other 
brand of vertical transportation. Send for Book B-3597 —you'll enjoy, and profit by, reading its complete, 


fabulous story. Westinghouse Electric Corporation, Elevator 


Division, Department D, Jersey City, N. J. YOU CAN BE SURE ...ir ITS 


Westinghouse 


1-98543 
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For easy installation and lasting plaster beauty 


Р Straight, true nose — reinforced by solid flanges 
р Extra rigidity — strengthened by corrugations 


Р Perfect plaster bond — provided by staggered perforations, 
and expansion flange. 


Be x 


>STEEL PRODUCTS COMPANY 


Formeriy Milcor Steel Compan, 
4035 WEST BURNHAM STREET ° MILWAUKEE 1, WISCONSIN 


* Chicago 9, Ш, e Cincinnati 28, Ohio — 
Kansas City. 8, Mo. * Los Angeles 23, Calif. _ 
: St lovis 10, Mo. . : 
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Pittsburgh 


utilizes the eneray 
jin. color to reduce 
eye fatigue and 
increase. efficiency 
among office. 

werkers, | 


* 


у 


Нее... COLOR DYNAMICS Survey for buildings you plan 


ow does the use of cool, refresh- 

ing color upon walls reduce 
eye fatigue and stimulate energy 
among office workers? 


Why does an office on one side of the 
building require one kind of color 
treatment to increase the efficiency 
of those who use it while rooms on 
the other side of the hall require 
different colors? 


How can the right color arrange- 
ment more accurately reflect the 
character and integrity of a business 
or professional organization? 


Pittsburgh's system of COLOR 
DYNAMICS answers these and 
many other painting questions. This 
new system of decoration is based 
upon the fundamental principles of 
the exergy in color, Color is a source 


PAINTS 


of energy. It can help people to be 
cheerful and energetic or cause them 
to feel uncomfortable and depressed. 


Pittsburgh technicians bave used 
these principles as the basis of 
COLOR DYNAMICS which enables 
you to utilize color for functional as 
well as decorative purposes. Now 
you can specify color arrangements 
which are not only good to look at 
but which promote efficiency and 
better morale in an organization. 


We'll be glad to make a scientific 
COLOR DYNAMICS engineering 
survey of the buildings you are now 
planning or erecting—free and with- 
out obligation on your part. Send 
for the interesting booklet which 
describes this painting method and 
how it works. 


5 URGH 


GLASS , CHEMICALS >œ 


BRUSHES 


There's a Pittsburgh Paint 


For Every Painting Need 


WALLHIDE — PBX, extra-durable; SEMI-GLOSS, for 
higher sheen; FLAT, for velvet-like finish; GLOSS, 
for severe service and frequent cleaning. 

LAVAX PBX ENAMEL— durable finish for interior 
use. Dries quickly to an eggshell finish that elimi- 
nates glare. For wood, metal or other surfaces. 
FLORHIDE—for floor surfaces; can be scrubbed 
repeatedly with soap solutions. 


poe oe o o e s o e moror momo Ro 


Pittsburgh Plate Glass Co., Paint Div. 
Dept. AR-119, Pittsburgh 22, Ра, 


g Please send me a FREE copy of your 
new revised and enlarged Booklet, “Color 
Dynamics,” 


1 


[] Please have your representative call 
for a Color Dynamics Survey without 
obligation on our part. 


Мате 


Street 
City. 
County. State. 


FREE BOOKLET! B 


e PLASTICS 


apartments. 


N Metropolitan Life's Stuyvesant 
I Town, Peter Cooper Village and Riv- 
erton, 2,274 tons of NATIONAL Standard 
Black and Galvanized Pipe have been 
installed to serve the 35,000 fortunate 
tenants of these beautiful new apart- 
ment buildings that now replace the ugly 
flats and squalid structures of former 
"gas-house" districts. 

The selection of enormous quantities 
of NATIONAL Pipe for these modern build- 


ЯЗ? НӘ, 


Metropolitan Life's Riverton transforms a hitherto run-down section of Harlem into an attractive residential neighborhood 
which will accommodate about 3,500 people in 1,232 modern apartments. 


More “NATIONAL” landmarks 


Over 4% million pounds of NATIONAL Pipe are used to safeguard the heating 


ings is another tribute to the high re- 
putation that this service-tested pipe en- 
joys among the men who design, super- 
vise and construct and who control 
buying and specifying of construction 
products. 

NATIONAL Pipe has earned its wide- 
spread preference not because it is pro- 
duced by the world's largest maker of 
tubular products but because for more 
than half a century NarIona Pipe has 


Metropolitan Life's Stuyvesant Town and Peter Cooper Village—park-like residential communities in the heart of New York—contain 11,250 modern 


systems of New York's three greatest Land Redevelopment Projects. 


proved that it gives most service per 
dollar of cost. There’s no better basis 
for selecting pipe than this. We believe 
it’s the reason why more Nationa Pipe 
is in use in America than any other kind. 


NATIONAL TUBE COMPANY, PITTSBURGH, PA. 
COLUMBIA STEEL COMPANY, SAN FRANCISCO, 
PACIFIC COAST DISTRIBUTORS 
UNITED STATES STEEL EXPORT COMPANY, NEW YORK 


ху NATIONAL Steel PIPE 
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SELLEVISION for IMPACT 


al the Gales rentier 


TRIKING and memorable store fronts feature Sellevision* to arrest the eye 
and direct it within. The attractive interior beckons invitingly immediately 
arousing the impulse to "stop and shop". 


Brasco Safety-Set Construction not only provides the sound, safe setting for 
Sellevision fronts but enhances their visual appeal. With Safety-Set sash 
substantially reduced in size, glass areas are exposed to maximum proportions. 
At the same time Brasco's deeper, more uniform glass grip is maintained for 
utmost protection. 


Here is handsome, heavy gauge construction amply reinforced at all points 
of stress, available in both stainless steel and anodized aluminum. Wide choice 
of attractive and versatile assemblies permits individualized architectural 
treatment with standard interchangeable members. Detailed for economical 
installation, only stock size millwork is required. 


Your Brasco distributor will gladly show samples of our construction so you 
can judge its superior features for yourself. Write for his address now. *© 


COMPLETE LINE FOR EVERY DESIGN * 


i Consfrüctloi 1 for more than 35 Year: 


Architect, L. C. vitt, Jr., Fort Worth, Texas 
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When you buy or specify Wakefield, you pay nothing extra for 
all the extra quality and extra features that are built into 
Wakefield equipment. You pay nothing extra for the fact that 
the Grenadier II four-foot unit can be washed in 1/3 to 1/2 the 
time required for the average four-foot unit. You pay nothing 
extra for the fact that the Plaskon reflectors on the Star slide in 
and out like drawers. You pay nothing extra for the fact that 
you can relamp through the top, side or bottom of the Grenadier 
П and IV. And so on—extra by extra. И just naturally pays to 
buy Wakefield because you don't have to pay for the extras. 


The F. W. Wakefield Brass Company, Vermilion, Ohio 


NO EXTR 
CHA 3 


СОК, Over ALL Lighting 


FOR OFFICE * DRAFTING ROOM * STORE AND SCHOOL 


——— =? 


THE STAR THE GRENADIER 11 


WRHEFIELD 


THE GRENADIER iV 


THE COMMODORE 
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Corridor, E 
Research Laboratory 
National Biscuit Company 
New York City 


We'll be glad to send you an easy- 
to-read 44-page booklet that will 
give you all the details. Just ask 
for Mills Catalog 49-0, 


© The Mills Со, 


NOVEMBER 1949 


The creceerc b» 
beauty of these 
walls is their © 


HE OBVIOUS BEAUTY of these walls by Mills is the result of the simple 

refinement of their architectural design, the solidity of their construction, 
the flawless dignity of their color and finish. They are insulated and sound- 
proofed. Their baked-on enamel surface is specially treated to eliminate all 
harsh light reflection. They are as permanent in function as they are attrac- 
tive in appearance. 


But as space needs change Mills Walls can be moved quickly, easily and at 
very low cost, to fit any new layout. The walls pictured above can be dis- 
mantled, moved and rearranged overnight by only two workmen without 
interruption of business routine. 


THE MILLS COMPANY * 961 WAYSIDE ROAD * CLEVELAND 10, OHIO 


METAL WALLS 
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New Apartments in North Carolina Have Open-Web Steel Joists—This recently completed 88- 
family project at Charlotte, М. C., is known as the Forest Apartments. It consists of five 2-story buildings, in 
each of which Bethlehem Open-Web Joists are used in the floors, in combination with concrete slab and plaster 
ceiling, and in the roofs. This type of construction is non-combustible and long-lasting. It provides floors which 
are shrink-proof, sound-retardant, and immune to attack by vermin. It reduces the need for firewall subdivisions, 
and permits the architect to plan freely in locating vented interior baths. The work of other trades is greatly 
simplified, too, for pipes and wiring can be run through the open webs of the joists. See our catalog in Sweet's for 
complete information about Bethlehem Open-Web Steel Joists. Architects: Stork & Lyles; Bissett, 


Carlisle & Wolff, Associates, Columbia, S. С. Contractor: V. Р. Loftis Company, Charlotte, N. С. 
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"PORCENA" p” 


(Porcelain on Steel) 


How to Protect а Toilet 
é Room Environment Against 
Premature Obsolescence 


@ There is one environment you can protect against 
premature obsolescence—the toilet room environment. 


Toilet room compartments usually dominate a toilet 
room, influencing the toilet room environment. Sany- 
metal “PORCENA” (Porcelain on Steel) Toilet Com- 
partments provide a generous measure of protection 
because of these features. Sanymetal “PORCENA” 
(Porcelain on Steel) Toilet Compartments always look new, do not 
absorb odors, are moisture and rust proof and resist the corrosion of 
ordinary acids, The glistening, glass-hard, “PORCENA” (Porcelain on 
Steel) finish can be wiped clean as easily as a porcelain table top, and 
greatly reduces sanitation and maintenance costs. 


Sanymetal “PORCENA” (Porcelain on Steel) Toilet Compartments 
combine the results of over 35 years of specialized skill and experience 
in making over 100,000 toilet room installations. Ask the Sanymetal Repre- 
sentative in your vicinity (see “Partitions” in your phone book for local 
representative) for helpful suggestions about planning suitable toilet room 
environments ... Refer to Sanymetal Catalog €? in Sweet's 


Architectural File for 1949. 


THE SANYMETAL PRODUCTS CO., INC. 
1689 URBANA ROAD + CLEVELAND 12, OHIO / 


anymetal "PORCENA" 
CADEMY Type Toilet Com- 
artments are suitable 

ir conservative but modern 
ilet room environments, 


Sanymetal “PORCENA” ACADEMY Type 
Shower Stalls and Dressing Room Сот 
partments provide the utmost ir 
sanitation for tourist camps, 
gymnasiums, clubs 
„М.С, A/s, ote 


| 
| 
| 


i 
bs 


mc Tov. 


* Trade Mark Reg. U.S. Pat. Off. 
"PORCENA" (Porcelain on Steel) 


ud 
TOILET COMPARTMENTS, SHOWER А NORMANDIE Type 
К А £ бең room environments suitable тог Toilet C t 
STALLS AND DRESSING ROOMS dU Siudlivedesignsinewiderange endow a toilet room 
i of colors available. This catalog environment with dignity 


is also contained in Sweet's 
21b Architectural File for 1949, апа good taste. 


RESULTS OF P.T.L. NAIL 
PULL TESTS MADE WITH 
MACOMBER V BAR JOISTS 
IN COMPARISON WITH WOOD 


ATERIAL GIVÉŚ ME 


Sug HOLDING POWER 


ESI ИУ, NOTE: The nailing groove їп Macomber Nailable Steel V Joists 
$ @ is set for 8d Common Nails or No. 7 Screw Size, Spiral Nails. 


е] 
ут Ў Mr. Architect, Engineer or Contractor: 


At the Pittsburgh Testing Laboratory 8d common nails 
were driven into wood 2x4's. It required an average of 
177 pounds pull per nail to remove them. 


Then 8d common nails were driven into Macomber V Sec- 
tions and it required an average of 277 pounds pull per 
nail to remove them, OVER 56% better grip than wood. 


Then they drove No. 7 Screw Size Spiral Nails—the kind 
Macomber recommends for special conditions—into vari- 
ous sizes of V Sections and it required an average of 
436 POUNDS PULL per nail to remove them... nearly 
two and a half times the grip of common nails driven 
into wood. ` 


THE MACOMBER 
V BAR JOIST WAS 
APPROVED BY THE 
STEEL JOIST INSTI- 
TUTE ON OCT. 23, 1946 
Here’s a booklet you 
will want for reference 
in your files, 


? КАРАЛЕ E 


» i 

Sst io hb ae 
СЬ gME «> 
SSS улуу ; T 


MACOMBER 
U, $. PATENT 4 
2,457,250 í 


БПКЕН MATERHILS, Т 
THE MACOMBER Y SECTION 
MACOMBER 
INCORPORATED 
CANTON 1, OHIO 


ГОЛЫ Y BAR ВЕТ ^ STEEL И + ROOF TRUSSES i 


7 SCHOOL, COMMERCIAL | 
AND INDUSTRIAL FLOORS YOUR COPY'S READY 


V-BAR JOISTS AND PURLINS • V-STUDS * TRUSSES • LONGSPANS • DECKING 


TX Me. MACOMBER 


WITH SUCH OUTSTANDING GRIP- | ts INCORPORATED 
PING POWER. SPECIFY MACOMBER МС CANTON, OHIO 


V BAR JOISTS FROM STANDARD | ] IN CANADA, SARNIA BRIDGE С0., LIMITED, SARNIA, ONT. 
INSTITUTE LOADING TABLES, = IN MEXICO D. F.—MACOMBER DE MEXICO 5. A. CEDRO 500 


STANDARDIZED STEEL BUILDING PRODUCTS 


ONLY THE PATENTED MACOMBER 
V SECTION USED AS THE TOP 
CHORD OF ALL V JOISTS PRO- 


a 
ы 
N 
a 
п 
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MOLLSALISHOS 


CANTON, OHIO 
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FILLS THE JOB! 


Acrylic plastic PLEXIGLAS fits right into 
your glazing program—especially in high- 
breakage areas. Twice as light as glass, 
its many times stronger, and weather- 
resistant in the bargain. 


Glazing the window openings in the roof of Ше—} 
University of Delaware's new field house was 
easy with Ргвхтстаз. Lightweight, white 
iranslucent panels, corrugated to match the 
corrugations of the sheet metal, admit light 
freely and cut maintenance costs to a mini- 
mum. А 15-square-foot panel weighs only 12 
pounds. Installed by Sheppheard & Co., Inc., 
Wilmington, Delaware. Architect: E. William 
Martin, Wilmington. 


Here's the cure for high glazing - replace- schools, factories, housing projects — wher- 


ment costs. Tough PrExiGLAS, the outdoor ^ ever breakage is a hazard—PLEXIGLAS more 


plastic, withstands hard blows. Both clear ^ than pays for itself in structural and replace- 
transparent and white translucent PLEXIGLAS ment savings. A recent issue of Rohm & 
| are light, easy to handle, easy to cut and form Haas Reporter gives the amazing story of 
—even into curved sections. In hotels, PrExIGLAS for Glazing. Write for your copy. 


CHEMICALS FOR INDUSTRY 


PLEXIGLAS is a trade-mark, Reg. U. S. Pat. Off. 
and in principal foreign countries. 


Canadian. Distributor: . 
CRYSTAL GLASS & PLASTICS, LTD. ROHM E HAAS 
282 St. Helens Avenue, Toronto, Ont. 
COMPANY 
WASHINGTON SQUARE, PHILADELPHIA 5, PA. 


Representatives in principal foreign countries 


Specify Columbia Window Shades — and you get 
everything you could ask of a shade, plus a name 
that's known and trusted by millions of users. 
Specify COLUMBIA PYROXYLIN — and you 
get more of everything you want! It's a super 
shade, Columbia's best! Check it point by point! 


Columbia Window Shades and Venetian Blinds are 
sold only through Columbia Authorized Dealers — 
leading department and furniture stores and shade 
shops, May we send you samples of PYROXYLIN 
Window Shades and the name of the Columbia 
Authorized Dealer nearest you? Write today. 


Mk „иба. tgo Ho 


WINDOW SHADES 
AND VENETIAN BLINDS 


ACTUALLY PAY A PROFIT! Pyroxylin sha 


now take it Point, 


des, 


because they’re top quality, wear longer 
than the usual shade life expectancy . . . al- 
low low maintenance costs...actually make 
a profit for you, as one large user puts it. 


CUT REPLACEMENTS —PYROXYLIN 


IS 


WASHABLE! "Takes to actual scrubbing — 


repeated washings—fabric remains firm 


and 


sturdy, colors stay fresh. Its waterproof, 


too, to rain, steam, dampness. 


FORGET PINHOLES OR CRACKS! Pyroxylin 
shades are made on such a closely-woven 
base, without filler, that they're impervious 
to cracks and pinholes. Better, longer wear! 


COLOR SCHEMING — TAKE YOUR CHOICE! 


Match or harmonize Pyroxylin with 


any 


color plans...14 solid colors, including high- 
fashion pastels and decorator darks. Duplex 
combinations, also. Popular PRINTED shades. 


VELVET-SMOOTH TO OPERATE! Columbia's 
shade rollers, made in Columbia's own plant, 
take care of that! Dependable, silent serv- 


ice throughout Pyroxylin's career. 


PIGMY TO GIANT SIZES! Your Columbia 


Authorized Dealer wil make these 
shades to your exact window sizes. 


fine 


THE COLUMBIA MILLS, INC. e 428 SOUTH WARREN STREET, SYRACUSE 2, N. Y. 
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MAKING IT HOT FOR FURNACES IS AN OLD STORY WITH JOHN 
VEN DOUERN, Chief Assembly Line Inspector for Richmond's 
New Castle, Delaware, plant. During his 15 years on assembly 
lines, quality control has become second mature with him. 
Every step in furnace production, from initial die-cut sheet 
metal fabrication to final assembly, is under his watchful eye. 
Shown with him are some of the men who put quality on the 
line at New Castle. 


үзүрү к re о As a result of close personal inspectión and supervision, 
Peter Loch has been working with sheet metal ` all Richmond heating units are guaranteed against defective 
for 31 years. Pete checks the work of the м workmanship or material. Also, a// units are guaranteed to 
sheet metal department’ against. specifica- e develop their published ratings—gas units in accordance 
tions, His years of experience have made his ^ — with the American Gas Association Code—the oil units in 


checks exacting. Not unfil he is satisfied that — ^, conformance with Commercial Standard CS104-46. 
original specifications have been met—does ka : 


the unit go on to the assembly line. 


Robert Kleiman, a line inspector, supervises 
Ihe assembly of the various parts of the heat- 
ing unit. He makes sure each element is in Elwood McCabe, who adds 6 : 

its proper position and thoroughly secured ^ Paul Simon is testing the gas burner for the AS23. — years as aviation metalsmith for the Navy to his 
in place, For years Kleiman has been on the Each burner, oil or gas, is completely tested and уеагѕ on the Richmond line, is a final assembly in- 
line—checking his assemblies—and passing thoroughly checked. They are checked for fuel spector. Completely assembled furnaces, with their 
them on for enamel jackets, leaks, electrical connections and control operation. gleaming enamel jackets, are critically examined by 
Not until this careful test is completed and passed McCabe. He makes sure every detail is perfect and 
is a burner released for shipment with the furnace. — that the furnace is ready for shipment. 


RICHMOND 


RICHMOND RADIATOR CO,—AFFILIATE OF REYNOLDS METALS CO, 


SEE\OUR 
CATALOG IN 
SWEET'S 


See your wholesaler or Mail Coupon Today: — 


Richmond Radiator Company AR-11 
19 East A7th Street, 
New York 17, N. Y. 


Please send me the latest literature and information on 
the Richmond line of heating equipment. No obligations, 
of course. 


ter Air Conditioners 
— Gas Boilers - : s— Cast iron or steel 


Мате, .,..... оозе reser ron 


Сотрапу.,., әве вов вв в жге зв вововвововье 


АЧагез$, жже ежеке а,» 
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Insulated for 3-way economy 


FIBERGLAS ROOF INSULATION 


Yale & Towne Mfg. Co. specified 
Fiberglas Roof Insulation for its new 
plant in order to get 8-way economy 
—of installation, of performance, of 
maintenance. 


You can specify Fiberglas Roof In- 
sulation with confidence for these 
same reasons. 


* Competitively priced with ordinary 
organic materials, the installed cost of 
Fiberglas Roof Insulation is easy on 
the owner's budget. 


€ Because of its superior insulating effi- 
ciency, Fiberglas Insulation provides 
inereased savings in heating and air- 
conditioning costs. 


*FIBERGLAS is the trade-mork (Reg. U. S. 
Pat. Off.) of Owens-Corning Fiberglas Cor- 
poration for a variety of products made of 
or with glass fibers, 


BUILDING INSULATION • 
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€ Roof maintenance can be cut, too, 
because Fiberglas Roof Insulation, with 
its fibers of ageless glass, will not rot, 
warp or buckle. It contributes to 
longer roof life. 


Fiberglas Roof Insulation was specif- 
ieally designed for roof insulation use. 
It has been thoroughly tested by 
independent laboratories and proved 
in use through installations on plants 
of many leading manufacturing and 
industrial concerns. It is applied by 
leading roofers and contractors every- 
where. Write for manual. OWENS- 
CORNING FIBERGLAS CORPORATION, 
Dept. 881, Toledo 1, Ohio. 


OWENS-CORNING 


' FIBERGLAS 


tu REG. US FAT OFF, 


ACOUSTICAL TILE AND BOARD 


JOB DATA 


Architect: The Ballinger Со. 


General Contractor: 
Turner Construction Co, 


Roofing Contractor: 
Warren-Ehret Co, 


Roof Deck: Truscon Steel 


Roof Insulation: Fiberglas Roof 
Insulation, 1” thick, 750,000 
square feet on factory and 
office building 


Roofing: 20 years Bonded Slag 
Roof 


PRODUCT DATA 


Thermal Efficiency: 
Conductance is .28 (at 75? Е, 
mean temperature) for 1" thick 
material. 


Dimensional Stability: 

Basically composed of glass 
fibers. Will not warp, swell, 
shrink or buckle. 

Unaffected by Moisture: 
Efficiency of the fibrous ma- 
terial is unimpaired after 
laboratory equivalent of 75 
years of weathering, 


609900009000099090900009000909090990690000000000040090060009000099000200090929€ 


BUILDING 
MATERIALS 


ROOF INSULATION - MEMBRANE FABRIC 
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Retail Stores. ; 


Show Rooms : 


Theatre Lobbies 


Business Offices / 


А BETTER "FRONT" will pay off for your client in today's competitive market. 
To make your remodeling designs more effective, count on carpet — the right carpet. 

You can give gloomy rooms sparkle, make small areas seem larger, endow your client's entire 
establishment with more inviting atmosphere. The many Alexander Smith and C. H. Masland 

weaves and patterns offer you an amazingly wide choice. See them and learn about the many 
installation facilities the Smith-Masland contract representative offers. He is equipped to complete your 

smallest or largest job with economy of time and expense. Call him today. Or write 


Alexander Smith-Masland Contract Carpet Department, 295 Fifth Avenue, New York City. 


Alexander Smith 


and 
C.H.Masland 
CONTRACT CARPETS 
295 FIFTH AVENUE, М. Y. 16, N. Y. 
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low Maintenance 


This aerial view was taken in Atlanta, Ga., and shows one 
of the largest housing developments in the country. It 
includes three new projects—Oglethorpe, Inc., Golf Club, 
Inc., and Peachtree Chamblee Apartments. In each of the 
1,000 modern dwelling units, tenants enjoy noise-free, 
trouble-free Servel Gas Refrigerators. James Wise was the 
architect. Construction was done by Algernon Blair. 
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Cost —one of the big reasons 


three multiple-housing projects in Atlanta 
installed 1,000 Servels 


Operators decide on the “no moving parts” refrigerator because 
of its low upkeep, long life, silence, and low operating cost 


| Year in, year out—the upkeep cost of a 
Servel is normally only a fraction of the cost to maintain 
a motor-driven refrigerator. And Servel offers plenty 
more besides rock-bottom maintenance costs. 

"There's Servel’s longer life—its undisturbing silence— 
its low operating cost. Апа these are all unique features 
... exclusive with Servel, Exclusive because 
only Servel has a freezing system with 

no moving parts. There’s no motor or 
machinery to wear and grow noisy. 
Instead, a tiny gas flame does all the 

work. And this assures silent refrigeration 
... dependable, worry-free refrigeration 
with uniform efficiency year after year 


.. . and for more years, too. 
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The Crane Oxford Bathroom Group 


Complete as a room, of course. Crane supplies everything In home heating, where Crane supplies everything for any 
for the bathroom—fixtures, piping, even many accessories, system, any fuel. 


But Crane bathrooms are complete in other ways, too: Ask about the complete Crane line at your Crane Branch 
Complete in Choice . . . Crane offers bathroom groups іп or Crane Wholesaler. 
every cost range... a style for every taste, a price for 


De Luxe! In your finer homes, 
nothing could be finer than the 
Diana Lavatory, left, style 
leader in the Crane line. 


Happy Medium! Just right for 
most home owners. This Ox- 
ford Lavatory may be wall- 
mounted as indicated, at right 
above, or on legs as pictured in 
the room. 

Dial-ese Here, Too! 
Бейге for mod- 
est budgets, this 
Crane Neuday Lav- 
atory bas many fea- 
tures of the Diana 
and Oxford—in- 
cluding finger-tip 
Dial-ese controls. 


CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 
PLUMBING AND HEATING * 
VALVES » FITTINGS » PIPE 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 


every budget. 
Complete in Quality...one high quality through- 
out... every part made for every other. 
And, most important, complete customer sat- 
isfaction . . . customers themselves have named 
Crane the plumbing brand they prefer. 
This completeness is typical of the whole 
Crane line. In kitchens, where Crane makes 
the right sink for every space requirement. 
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INDUSTRIAL CORRUGATED 


Shown above are the new canopies of the Long 
Island Railroad station at Belmont Park Race Track 
—designed by the railroad's Engineering Depart- 
ment, built by Salson Construction Corporation of 
Jamaica as general contractor, with Marquart Bros. 
of Floral Park as roofing contractor. 

Roofs are Reynolds L/fetime Aluminum Indus- 
trial Corrugated in 8-foot lengths, 35" wide. 2,000 
running feet of box type gutters are installed with 
Reynolds Aluminum, Thus the entire top surface of 
these structures is the rustproof, corrosion-resistant 
metal that needs no protective painting... the metal 


REYNOLDS ALUMINUM REFLECTIVE 
INSULATION — Aluminum on one or-both sides 


of heavy paper, for. general use; also aluminum on 
cardboard for exposed wall and ceiling application. 


REYNOLDS ALUMINUM 
WINDOWSC—Residential 
Casement, Fixed and Picture types, 
now. with flash-welded corners, 
better finish, improved features. 


that practically eliminates maintenance: aluminum. 

This Industrial Corrugated is .032” thick, with 
extra deep corrugations for greater strength, It is 
widely used for both roofing and siding. It is easy, 
to apply over any type purlin. Reynolds supplies 
all accessories for complete installations. Write to 
the address below for А.Т.А, file folder, or for 
technical assistance on 
specific problems, 

Or call any office of 


IF YOU SEE RUST 
YOU KNOW IT'S NOT 
ALUIAINUM [Pra 


. REYNOLDS 
Lifetime ALUMINUM 


Reynolds Metals Company BUILDING PRODUCIS 


... in 32 principal cities. 


REYNOLDS Lifetime ALUMINUM 
GUTTERS AND DOWNSPOUTS — Half- 


round and Ogee styles in both stipple-embossed 
and smooth finish, Rustproof and non-staining, 


LI : а - i j 
REYNOLDS METALS COMPANY: Building Products Division e 2015 South Ninth St., Louisville 1, Ky. 
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Like Cinderella, roofs are now blossoming 
forth after years of menial employment! Gar- 
dens grow on apartments and hotels. Facto- 
ries and warehouses solve many space prob- 
lems with new heavy duty traffic roofs. 
Schools, hospitals and office buildings have 
promenade roofs: where fresh air and sun- 
shine can be enjoyed even in the most 
crowded districts. 


Ruberoid built-up roof specifications give 
the go-ahead signal to full, productive use of 
this valuable but long-neglected roof area. 
They provide the solid, workaday basis for 
making these new developments completely 
practical. 


Let Ruberoid's thoroughly tested specifica- 
tions help you in your current planning... 
the possibilities opened for creative design 
are practically unlimited. Complete specifi- 
cations are available now from any Ruberoid 
sales office or your local Ruberoid Approved 
Roofer. 


LIFE 15 MORE PLEASANT — » 
for everyone in this new building—the care- 
fully planned use of this roof area provides 
ample recreational facilities for all. 


| The right roof for any job— 
from ONE source! 


Ruberoid makes every type of built-up: roof — 
Smooth Surfaced Asbestos, Coal Tar Pitch with 
- gravel or slag surfacing, or smooth or gravel-and- 
‘slag surfaced asphalt . . . in specifications to meet 
any need. Ruberoid Approved Roofers are not 
prejudiced in favor of any one type. You are assured 
of one source for all materials, centralized respon- 
sibility, smootber operation, uniform quality! 


UILT-UP ROOFINGS 
Building Materials for Industry, Home and Farm 
Executive Offices: 500 Fifth Avenue, N.Y. 18, N.Y. 


T 
TIVI 
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INDUSTRIAL 


ARCHITECTURAL RECORD'S BUILDING TYPES STUDY NUMBER 155 


BUILDINGS 


_ Elwood М, Payne Photo 
ls it a building, or a machine? Whatever you call it, it is design of a high order, realizing іо a degree seldom at- 
tained the beauty achieved only by close integration of engineering and architecture, Bluebonnet Plant, Corpus 
Christi, Texas, for Corn Products Refining Company: The Н. К. Ferguson Company; Industrial Engineers and Builders 
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ARCHITECTURE MEETS MACHINERY 


The H. K. Ferguson Company, Industrial Engineers and Builders; 


Elwood M. Payne Photo 


Bluebonnet Plant, Corn Products Refining Company, Corpus Christi, Texas 
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AND LIKES IT 


Frank L. Whitney, Project Architect 


Process engineering in collaboration with the 


engineering staff of Corn Products Refining Co. 
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Г it seems strange that one of the most stimulating 

architectural designs of recent years is found in an 
industrial plant, logic soon dispels any surprise. In no 
other area of building, actually, does modern organic 
design find such natural compatibility between visual 
expression and basic engineering. Here are indeed some 
dynamic elements of visual excitement: the wonder of 
American science, the thrill of mass and space, the’ 
marvels of an intricate variety of machines. Put these 
together with sufficient imagination, and the nerve to 
follow logic into uncharted paths, and the possibilities 
begin to mount up. 

What is more surprising in this instance is the vast 
distance these "buildings" have gone forward from their 
conventional starting line. The point of departure was 
an old type of mill building, full of anachronisms and 
handicaps. The point of arrival, seen in these photo- 
graphs, could hardly be called “buildings” at all. They 
look more like machines, and that's what they are. 

So here is a plant which represents not only the true 
theory of modern architectural design, but also in a 
sense its epitome. Here is architecture leading engineer- 
ing to its logical beauty of form. And thus realizing its 
own aims to a degree not often attained. 

It is fitting to point out that there was nothing 
accidental about this realization. One of the early 
requests of the client — in the person of vice-president 
J. L. Buckner — was that the plant should be visually 
stimulating. No need to worry about the engineering — 
both the Ferguson and Corn Products staffs had plenty 
of process specialists. But the integration of all of the 
parts was a task for an architect. 

The design, it was felt, should be considered an 
integration of process design and architecture. Architec- 
ture could lead or it might actually retard a logical 
process layout. Many existing process plans have been 
compromised by architectural precedence. Although it 
is not always apparent, architecture plays a very 
dominant role in the basic planning of a plant. Almost 
at the outset of the design development, the influence of 
the housing facility asserts itself. Thus it follows that 
not only for esthetic considerations, but also for the 
development of a logical process plan, the real contribu- 
tion of the industrial architect is made at the beginning. 
Once a fresh start is made, with logic instead of prece- 
dent as the guide, the engineering as well as the archi- 
tecture becomes more free, more dynamic. 

In this case the windows were the first point of 
attack; precedent literally went out the window. In 
the steep house, acid fumes used to eat out window 
sash; it even ate out the settings of glass block, not to 
mention its effect on workers' comfort. So why not leave 
out windows entirely, and let in some Texas fresh air? 
And, having digested this, why stop there? Why not 


93 


figure out exactly how much protection is required, and 


just build that? 

This line of reasoning soon led to similar questions 
about all buildings and machines, until it became stand- 
ard practice to inquire if there wasn't some possibility 
of leaving things exposed. Some must be enclosed — 
stair towers, instrument panels and controls, packing 
rooms, and the like. Some must be enclosed at one point, 
could be left exposed at another — motors, filters and 
various others. 

Torrential rains and the hot sun of Corpus Christi 
frequently called for roofs and sunshades to cover both 
machinery and men, but the breeze from the bay could 
well be used to blow fumes from the steep house and 
dust from the grain conveyors, automatically doing the 
housecleaning and removing an explosion hazard. 

The architect, asked to be quite frank about how 
much “tampering” was done with process layouts in the 
interests of clean design, answered that the questioning 
of process drawings was in fact continuous, and that 
frequently equipment manufacturers were asked to 
clean up their designs. He pointed out, however, that 
the continual refinement was also a search for economies. 
Mostly it was a process of integrating designs of separate 
specialists. He pointed out that a little give and take 
between independent experts was always a good idea, 
so that one engineer's economy would not give some 
other designer an expensive problem. It might be added 
that an architect is the eminently logical one to take 
the lead at a meeting of the specialists, provided he 
keeps his own ideas fluid. 

In this case the architect took a large dose of the 
medicine himself. He started testing ideas by drawing 
perspectives. In the end a dozen men were doing the 
drawing, and more than 250 perspectives were made 
before everybody was satisfied. 

Open construction is not, of course, a new idea. 
It has been used for 30 years or more for transformer 
substations, for oil and chemical refineries. This is, 
however, the first time it has invaded the ancient 
milling industry. It will certainly invade others. 

One interesting speculation is its effect on corporate 
thinking in such matters as taxation and obsolescence. 
The same management that would quickly junk an 
obsolete machine will cling steadfastly to equally 
obsolete buildings. Machines are retired rapidly on the 
company books (also in tax calculations), but buildings 
are expected to last at least fifty years. Ancient build- 
ings have frequently become a major block to efficient 
production. But make the building part of the machine 
and the thinking begins to change. 

Certainly the integrated design concept, of which 
open construction is but a small part, is never to end. 
It will hold sway increasingly in this and every other 
industry, and in every other field of design and con- 
struction, with this project contributing mightily to its 
further acceptance. 
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Evident in the sketches is the design process by which the mill 
type building, upper left, the conventional starting point, 
gradually changed on the drawing board into the modern feed 
house in the photograph. Acid fumes and dust, familiar hazards 
of milling industries, led to the first major step—elimination of 
windows. From there on the principle of open construction went 
forward to its logical conclusion —leaving exposed all possible 
processes, enclosing with walls only those really requiring it 
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The enclosed portion of the Feed House is the packaging department, since the 
packing operation cannot, of course, have an integral housing of iis own. The 
vertical form seen on this and other buildings houses stairs, instrument rooms, and 
frequently а ''man lift," a sort of vertical human conveyor 
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Elwood M. Payne Photos 


The Packing House, where sugar and starch producis are weighed and packed 
for shipping, similarly required wall enclosures for final operations. Even here, 
however, it was possible to leave much of the machinery enclosed only by its own 
housing. Sugar and starch reach the building through overhead pipe lines 
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The two filters at the left are typical of the 
reasoning in open or closed construction. 
Filter at the right comes at a final stage; it is 
important that it be protected against dust 
contamination, so this one is enclosed by a 
complete structure. The one at the left comes 
much earlier in the process; an integral ma- 
chine housing is adequate 
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Elwood М, Payne Photos 


Buildings are widely spread on a 140-acre site to leave room for expansion without 
disturbance to existing flow lines. While some of the grain comes in by truck in the harvest 
season, much is brought in by rail, and there is a possibility of unloading from barges; 
hence the location of the grain storage silos. From there it is pumped through pipe lines 
lo the steep house and to other processing units. Location of the administration building 
(the low, curving structure overlooking the Бау) is somewhat unconventional. Main 
entrance is the focal point of roads at the far right; employees enter here, go to time and 
pay office and locker building (near foreground parking lot) 
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Nobody could advance a sound reason why, in the Texas ди! climate, the boilers needed a building enclosure. So the ‘‘boilerhouse"’ 
becomes an open array of boilers, with the stack rising from ground level. The generating plant, at the left, needs a full building 


The Steep House (night view, far right) 
illustrates advantages of open construc- 
tion. Processing begins here, with grain 
mixed with a solution of dilute sulphuric 
acid. Fumes ate out windows in older 
plants, made working conditions un- 
comfortable. So the windows were left 
out, as the first idea, then the spandrels, 
then the walls were completely omitted. 
In..the end. the..“'building”’. became just 
a platform, a roof and some sunshades. 
Even stairs are open 
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Interior of the power plant (below)! illustrates the 
attention given to both clean appearance and 
cleanliness of operation. The rigid bents of the 
roof framing contribute to clean appearance, 
the terrazzo floor is both attractive and easy 
ło keep clean. Since the plant has been in 
operation the management reporis a general 
enthusiasm among workers; cleanliness is easy 


Elwood M, Payne Photos 


The small administration building enjoys a vantage point 
overlooking Neuces Bay near Corpus Christi. № is also 
placed to provide an open view of much of the plant 
{views on opposite раде}. Looking down the wide road- 
way the power plant with open boiler house is seen at the 
left. At the right, the Mill House, with Feed House in the 
background. Tall building seen in the smaller view is the 
Elevator Building, in front of the storage silos. The curving 
shelter leads from administration building іо carport, to 
protect the office and laboratory personnel against the 
hot sun and torrential, sudden rains of the Gulf climate 
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The motors in the row at the left get along with just the protection of the 
roof and sunshades in the Mill House (night view below), Here grain is 
broken down into its component parts: starch, gluten, germ and hull, which 
now go separate ways for processing. On the opposite page, lop, is the 
Crystallizer Building, one of the most typical examples of open construction, 
with instrument rooms, toilets and stairs enclosed in the tower portion. Notice 
that, from the standpoint of design, the vertical section provides something 
for the sunshades to tie іо, keeping horizontal lines from forming a ''stack 
of рапсакез.'’ The lower building (bottom, opposite раде} is the Dry Starch 
House, where product is dried by screening, vacuum and continuous ovens 
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First building in from the main entrance is the time and 
pay office, housing payroll, employment and personnel 
offices, also а complete first aid station for workers 


In the Locker Building, all locker rooms are completely 
air conditioned; a supply of cool air is directed through 
each individual locker. Walls are glazed tile, floors are 
terrazzo, and all wash facilities are of stainless steel 
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The Administration Building is also fully 
air conditioned, for good working condi- 
tions in the hot Gulf climate. The heat also 
explains the sheltering of walkways around 
the building. The control laboratories are 
included in the administration building 
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Open construction proved a handy idea at the huge 
Elevator Building with its grain silos. Dust is one 
of the worst hazards, particularly around the long 
conveyor lines. So here it is sheltered enough fo 
keep off rain, but open enough to let the breezes keep 
it free of dust, as a sort of automatic housekeeper 


Above: Problem—find the water tower. Instead of a 
corn syrup can on a steel stand, the water tower is 
simply a horizontal capping atop the elevator building. 
Right: a favorite idea of one school of architects — 
а building up on stilts—here is handy to permit 
the breeze lo prevent a dust hazard under the silos 
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THE DESIGNING OF INDUSTRIAL BUILDINGS 


By Kenneth К, Stowell 


F there is one type of building which is now thoroughly 
] and proudly "functional" in its design it is the fac- 
tory. From first to last, inside and out, it is an orderly, 
logical correlation of elements having an absolute unity 
of purpose, each element contributing its share to the 
one end — efficiency of production. Efficiency means not 
only lower unit costs, increased production, and the 
maximum effective use of machinery, power and skill, 
but improved working conditions, public relations and 
company prestige. Space, structure, and equipment are 
planned to produce the environment and facilities that 
in every way will conserve time, energy and materials 
and will contribute to both the quantity and quality of 
the product and the success of the enterprise. 
> In good factory design architecture and engineering 
are one, integrated and coordinated, developed organ- 
ically as a collaborative project. Such design requires 
the services of a competent group, each an expert in a 
special technical field, each experienced in dealing with a 
particular phase of the whole and accustomed to co- 
ordinate his work with that of the others. Each must 
have an open and inquiring mind, an understanding of 
the project as a whole, and the imagination and in- 
genuity necessary to integrate his part of the solution 
with all the others. Ànd the earlier in the development 
of the project the group gets together the better, even 
before the site is chosen. 


The Site. The owner and his production engineer together 
with the architect and the engineer group of the design 
firm have many factors to consider in the survey of 


Plant Layout with Templates. 


Giffels and Vallet, Inc., L. Rossetti, Engineers and Architects 


possible. sites — physical, economie, legal, social, site 
size (for parking and future expansion), climate, land 
topography, soil conditions, availability of raw mate- 
rials, water, waste disposal facilities, labor markets, 
transportation, power and fuel, tax conditions, compara- 
tive land costs, etc. These are too numerous to consider 
in detail here but are of prime importance to the success 
of the project, and vitally affect the design of the plant, 
its equipment and its cost. The general arrangement of 
the manufacturing processes and the flow of materials 
should be determined before the site is selected to be 
sure that it lends itself to an efficient arrangement of 
processes and flow. 


Design, Analysis and Procedure. Once the site is chosen 
the first task of the designers is to determine precisely, 
accurately and in detail the present and projected manu- 
facturing processes and the machinery, space and facili- 
ties involved. It is at this stage that the experience, 
knowledge and imagination of the designers yields divi- 
dends. Changes in lines of flow, suggestions for new 
time-and-labor-saving machinery and for space-and- 
time-saving arrangement and rearrangement of space 
are made at this time. This basic "development engi- 
neering" constitutes the essential planning which de- 
termines the size, shape, structure and equipment of the 
plant and its surrounding areas. The study of plant 
layout is thus an inevitable integration of architectural 
and engineering planning. 

This determination of the plan that will prove most 
efficient in its provisions for men, materials and ma- 


The design of a factory begins with analysis of processes, flow charts and template layouts of machinery 


Template Layout. 


Example of compleied layout for a plant making coil 
springs. The left third of the diagram shows storage 
area for material ю be processed (wire coils), which 
moves via overhead cranes fo various process ma- 
chines — slitters and filers, еіс. Center third shows 
hardening furnaces, then a row of polishing machines. 
In the last third are grouped a wide variety of smaller 
machines and process operations 


chines, is best achieved by employiug a template meth- 
od. Each machine and the surrounding area for its 
operator and for its raw and finished materials, plus 
its serving conveyors, etc., js accurately shown by 
templates, or models, at suitable scale, so that each 
piece of equipment may be arranged and rearranged with 
the others until the best organization of equipment and 
space is achieved. It is at this early stage that each of 
the experts in each field can make his most effective 
contribution and constructive suggestion. lt is then 
that teamwork counts and such compromises as must be 
made will be in the best interests of the project as a 
whole. It is there that the difficulties of integrating all 
the component parts сап be most easily adjusted for 
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simplicity, orderliness and economy. Each expert from 
his standpoint can then analyze the plan, foresee pos- 
sible difficulties and discuss with the others suggested 
better solutions. Problems of power-distribution, light- - 
ing, air conditioning, materials handling, waste disposal, 
dust-and-fume control, maintenance, employee traffic, 
safety, column-spacing, structure and all the rest are 
threshed out, for each affects the others. Га effect both 
the designers and the managers of the proposed plant 
here visualize every possible aspect of its operation 
and arrive at definite conclusions. 

It is at this stage too that provisions are made for 
flexibility and expansion, for the inevitable changes 
that must be made subsequently to keep the plant al- 


Three-dimensional Studies. 


Study of entire plant in models helps 
both designers and owners ю visual- 
ize the project and to make final 
decisions. Model of Dearborn Motors 
plant, Dearborn, Michigan 
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ways abreast of the new processes, new machines and 
better techniques that characterize our industries. 

In factory planning the paring down of floor area — 
or the crowding of machines to save cubage and first 
cost — may well prove expensive in the long run if it 
slows down production or prevents rapid changes as 
new processes are developed, new models or products 
are to be made and new machines installed. For in- 
stance, wide aisles (even wide enough to accommodate 
whole machines in case of replacements of breakdowns) 
many times have saved their cost in cubage by saving 
shutdown time, and by permitting freer, faster and less 
hazardous movement of men and materials, Freedom 
from breaks їп the continuity of operations is essential 


Layout Outside the Plant. 


Air view of steel fabricating and 
issembly plant for Caterpillar Tractor 
Co, Peoria, Ih, showing outdoor 
storage іп foreground, ventilating 
‘ans and unit substations on roof 
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in modern mass production, and space planning is a 
vital factor both in promoting uninterrupted processes 
and in providing flexibility for change and expansion. 

Employee Facilities. Both the quantity and the quality 
of the product depend not only on the sequence, pre- 
cision and efficiency of the factory's tools and machines 
but on the proficiency, pride and physical fitness of their 
operators. So the development of factory design has 
been concerned more and more in recent years with 
optimum conditions of light, heat, humidity, air con- 
ditioning, acoustics, safety and warning controls, die- 
tetics and cafeterias, locker and rest rooms, recreational 
facilities, first aid stations — all of which contribute 
to the workers’ comfort, well-being and consequent 


Ht 


Choice of Materials. 


Simple, unbroken brick wall, Studebaker Corp., South Bend, Ind. 


effectiveness. Perhaps the most neglected of these to 
date is the matter of sound control and its relation to 
both first cost of the plant and to potentjal increases 
in quantity and quality of production. We can expect 
further developments in this field. 

Considerations of factors involving better working 
conditions are not to.be afterthoughts to be "fitted in 
somehow" after working drawings are well along, but 
should be part and parcel of the original planning 
studies. 


Current Trends. While there are no "revolutionary" de- 
velopments in the design of industrial plants at the 
moment, there are certain recognized trends. Most of 
these are in the nature of evolutionary changes, and, 
because they affect many or most of the parts and de- 
tails of the plant they do influence the current design 
pattern. 

To mention a few trends resulting from recent ex- 


Entrances no longer need be топи- 
mental and elaborate. Simple, intimate, 
"human scale" design consistent with 
entire plant is the rule. The first one at 
the right is the entrance to an employees’ 
building at Electronics Park, Syracuse 
(General Electric Co.); those on the 
opposite page are main entrances іо 
factory office sections 
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Glazed walls, plant for Ford Motor Co., Dearborn, Michigan 
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perience in the constant effort to increase efficiency, 
there is the almost universal adoption of the single- 
story building rather than the old multiple-story struc- 
tures except where certain processes require the latter. 
The one-level floor plan not only facilitates efficient 
arrangement of parts lines and assembly lines, but also 
provides for еазе of material handling by conveyors, 
cranes, monorails and especially by the improved vari- 
eties of lift and platform trucks. The use of skids and 
trucks permits high stacking, as well as convenient 
transporting of materials, thus using space up to the 
trusses or girders and conserving floor area. Expansion 
and addition to a single-story building are usually much 
easier too. The “one-level” designation is not strictly 
accurate because mezzanines, tunnels and some base- 
ment and penthouse areas are frequently employed to 
conserve cubage and to keep auxiliary services adjacent 
to the areas they serve. Employee facilities and offices, 
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Aluminum panels, Federal Telecommunication Lab., МиНеу, М. J. 


for instance, are often placed on mezzanines, and fans, 
air conditioning apparatus and substations in pent- 
houses. 

Then there is the increasing dependence on mechani- 
cal rather than natural means for “controlled environ- 
ment" in lighting, ventilation and air conditioning. 
Windows frequently are employed more for their psy- 
chological effects, to remove any feeling of claustropho- 
bia, than for the lighting of tasks, since artificial lighting 
is more uniform and is necessary in any event for two 
or three shift operation. Colors, light and cheerful, are 
more universally used because they encourage orderli- 
ness and neatness, increase efficiency, promote safety 
and enhance morale. Also colors used as a means of 
identification save time, reduce errors and prevent 
accidents. 


Structure. Structurally, the plant today is usually of 
steel frame, trusses (both riveted and welded, of ever 


tens-Art Photos 


Metal, glass and brick, Wallace Barnes Div., Bristol, Conn. 


wider spans) covered with flat roofs of prefabricated 
units; curtain walls of insulated metal (or other sheet 
materials), glass or masonry; and floors of concrete 
finished integrally or with wood, tile or resilient flooring. 
Exterior walls, where not subject to impact injury, are 
increasingly designed to be of lighter, larger manufac- 
tured units rather than of heavier masonry. These offer 
a wider palette to the architectural designer in addition 
to saving weight, time, and, in many instances, first 
cost. | 
Electrical Distribution. Electrical distribution systems 
are now designed for flexibility and ability to meet 
varying load conditions at a minimum cost, and for re- 
liability, good voltage regulation and elimination of 
shutdown in case of difficulties in local circuits. 

It is customary now to bring in the primary power 
supply and to use a number of unit substations from 
which the low voltage is distributed. 'These substations 
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Daylighting. 


Main shop bay showing high level natural light and unobstructed plan, permit- 


ling changes in processes. Ford Motor Co., River Rouge plant, Dearborn, Mich. 


are completely prefabricated into compact assemblies 
for ease of installation, low operating and maintenance 
costs and ease of operation. The location of substations 
and their support must be taken into consideration in 
the general planning, and frequently floor area can be 
saved by locating the substation in a penthouse or on 
a mezzanine, For maximum flexibility and to facilitate 
machinery rearrangement, plug-in bussways have be- 
come popular. There is also a trend to create control 
centers centrally located with the equipment they serve 


Materials Handling. Overhead crane slock piling 
spring coils. Wallace Barnes Div., Bristol, Conn. 


so that both installation cost and space are conserved. 
The recommendation of the electrical engineer who de- 
signs the system of power distribution and of lighting 
is naturally correlated, therefore, with the work of the 
process engineer, the structural engineer and the 
architect, in the planning. 


Industrial Illumination. The system of factory lighting 
to be adopted depends for both the quality and the 
quantity of light upon the task to be performed within 
the various areas of the plant. Brightness ratios are 


Here the conveyor is merely a suction hose, moving powdered material from 
enclosed railroad siding platform. Bakelite Corporation, Ottawa, Illinois 
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Artificial Lighting. 


as important as light intensities, Both intensities and 
brightness ratios are affected by the use of color in the 
plant, and higher reflectivity from the ceiling, floor, 
walls and the machines themselves naturally cuts down 
the necessary lighting load. 

Vapor tube lamps have become increasingly popular 
because of their high efficiency. Mercury vapor lamps 
are used frequently, especially where accurate control 
and distribution of light are necessary from high- 
mounted fixtures. Incandescent lighting is frequently 
used in connection with these lamps to produce a more 
pleasing color and quality of light. Standard fluorescent, 
slimline and cold cathode lighting are competing for 
popularity as the source of illumination of general in- 
dustrial areas. Baffles and shielding of various types are 
necessary sometimes to prevent glare and to protect 
the eyes of the worker from direct exposure to the source 


of light. 


Architectural Pattern. From an esthetic standpoint the 
contemporary large plant involves a somewhat different 
conception of scale and detail than the more usual small 
buildings. The larger plant becomes almost a problem 
in city planning, with its traffic control problems, its 
highways, railways and in some cases waterways; its 
parking for staff, visitors and employees; its provision 
for storage of raw materials and finished products; its 
space for employee recreation, its landscaping, its safety 
and security measures; all problems which do not deal 
directly with the actual manufacturing process. Indus- 
trial architecture is thus space planning on a large scale, 
not just the design of buildings. It is one thing to make 
an integrated design of a structure that can be taken 
in at a glance but quite a different problem to deal with 
buildings which run to hundreds and often a thousand 
or more feet in length. Ап elevation of a thousand feet 
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Assembly floor in air conditioned multi-level plant with interior lighting 
of high intensity. Ford Motor Co. Aircraft Building, Dearborn, Mich. 


or во broken by trucking doors, pedestrian doors, pent- 
houses, expansion joints, monitor ends and crane tvacks, 
and further complicated by changes in plane and height 
dictated by the processes enclosed, certainly presents a 
difficult design problem. However, in skillful hands a 
building of these dimensions can be treated in a unified 
pattern. The very items which initially appeared to be 
troublesome may well offer welcome relief, opportunities 
for accent and variation within the over-all design. 
Though the small-scale drawings will show the entire 


Safety. If the operator of this steel scrap baler should be dragged 
toward machine, his hand would leave switch, cut the current 
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Lobby Design. 


A bright, spacious, dignified lobby, planned for complete control by receptionist, a necessity where 
large numbers of visitors are received. Federal Telecommunication Laboratories, Nutley, N. J. 
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building at a glance, at full scale it is impossible for the 
eye to appreciate more than a small area at one time 
in its full detail. 

Simplicity of form and mass and directness of ex- 
pression are the keys to unified and satisfying design. 
Economic considerations, fortunately, usually preclude 
the possibility of applied beauty or extraneous ornamen- 
tation. The architect must use the materials best suited 
to their respective purposes to enclose space that is 
largely determined in form by the production processes 
to be sheltered. His skill within these limitations is 
demonstrated by his frank acceptance of them and his 
bold and sensitive use of the direct, honest approach. 
The net result is the clean simplicity and strength which 
has come to characterize American industrial architec- 
ture. 

It is regrettable that in some cases in the past this 


Employee Facilities. 


excellence of design was marred by inconsistency when 
it came to the administration building. Too often the 
client who expected and demanded maximum light, air 
and economy in his factory buildings did not hesitate 
to.insist upon a "special treatment" of a quite different 
and less efficient caliber for his administrative areas. Ав 
a result the entire plant suffered both in its efficiency 
and its esthetic character. However, leading industrial- 
ists now realize the advantages inherent in the consist- 
ent, unified design of all the elements of the plant — ad- 
vantages in prestige and in the psychological reactions 
of both the public and the personnel of the plant itself. 

The industrial owner's prime purpose is more and 
better production and the architect-engineer team work- 
ing together from the start and collaborating at every 
stage in the development of the design provides the best 
possible facilities for his purpose. 


Left, cafeteria designed for comfort, efficiency and ease of maintenance; Electronics Park, General Electric Co., 
Syracuse, N. Y. Right, wash-up and toilet room, light, sanitary and easily cleaned; Ford Motor Co., Dearborn, Mich. 
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PRINTING PLANT PLANNED FOR EFFICIENCY 


Maclean-Hunter Publishing Company, Ltd., Toronto, Canada 


Allward and Govinlock, Architects 


Photos — Left: Rice & Bell e Above: Grant Collingwood 


Г is still something of an event when printers and 
pressmen get sufficient space and efficient production 
layouts; it seems traditional in the industry that print- 
ers must work in buildings practically as old as printing 
itself. Here is the latest plant to break the tradition; 
it represents a long and thorough study by both the 
client and the architects in the interest of efficiency in 
the production of some 7000 magazines an hour. 

The plant, all іп а single story, features long spans, 
large open areas, functional lines of flow, modern mate- 
vials handling equipment, adequate lighting and venti- 
lation, aecurate humidity control, and especial provi- 
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Continuous belt conveyor carries тай 
bags, some 2000 a day, from the mailing 
room to a chute leading to truck platform 


Rice and Bell Photos 


Five-color press, for printing magazine covers 
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Mailing room (юр, center, 
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Composing room is spacious, unpartitioned 


' sions for cleanliness, plus employee dining and recrea- in a building architecturally well-mannered and well 
tional facilities which printers and pressmen must find composed. It is worth noting, nevertheless, that this 
quite novel. was not merely fortuitous; the architects received every 

Perhaps it was natural that all this should be housed encouragement in their efforts to make it so. 
Three-ton electric crane handles paper supply Sawtooth truck dock facilitates unloading 
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POSTWAR FACTORY CONSTRUCTION 
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By Eric L. Bird, Editor, Journal of the Royal Institute of British Architects 


INCE 1945 new building in Britain has been virtually 
limited to factories, working-class housing and 
schools, the first two ranking about equal in priority, 
with school building a distant third. From December, 
1945, to December, 1948, the Ministry of Works sanc- 
tioned about £142 million worth of new factory building. 
At first sight, these British factories do not present 
any startling or sensational novelties. Construction is 
strictly of an austerity nature. There is no money for the 
more far-fetched experiment which may not come off, 
nor for architectural frills on the buildings. Structural 
steel consumption is strictly rationed, and the architect 
has to account to the materials licensing authority for 
every ton of steel for which he asks. Consequently, there 
is at present a keen study of structural techniques, of 
alternatives such as various new forms of concrete con- 
struction and aluminum framing. The high price of fuel 
is also affecting structural design so that much closer 
attention is being paid to heating, ventilation and insu- 
lation than in the past. Fuel consumption, for instance, 
in a large factory has been halved by insulating the roof, 
at a cost which will be covered in three winters by the 
money saved on fuel. 

Another feature is the application of scientifically- 
designed lighting. One result of the blacked-out factories 
in World War II has been a very close study of day- 
lighting, much of it undertaken towards the end of the 
war by government’s Building Research Station. It has 
been claimed that the knowledge and ideas of Britain’s 
experts on this subject are in advance of current Ameri- 
can practice, and that British architects have now im- 
proved on the “monitor” roof light which used to be so 
popular in American factory building. 

The windowless factories, of which several examples 
have been built in the United States, are not favored 
by British architects; wartime experience had shown 


that workers dislike them and that output was adversely 
affected. Opinion generally favors a combination of 
artificial illumination and daylight, so as to maintain a 
high, even standard of lighting everywhere and yet allow 
workers some view of trees and sky. This gives the illu- 
sion of a daylighted factory, the addition of artificial 
light being almost unnoticed. On the other hand, the 
“all-glass” factory is equally disliked because it has poor 
insulation, being cold in winter and like a hothouse in. 
summer, and often resulting in a glare that is uncom- 
fortable or even dangerous to workers at machines. 

The word “welfare” has taken on a greatly extended 
meaning. It denotes much more than the provision of a 
canteen, a first-aid room or sports ground, though today 
these are considered to be essential. It implies the 
creation of a good working environment, the result of a 
close study of the ways of achieving the physical well- 
being and morale of workers as individuals. Careful 
consideration is being given to the color of both factory 
interiors and machines, linked with the application оф. 
lighting to different classes of work. New methods and 
color schemes introduced have resulted in а better 
morale in the factory, fewer accidents and improved 
output. 

The progressive influence of good design and color 
is well illustrated in the coal mining industry. Very 
early in the inter-war'period the Miners’ Welfare Com- 
mission began to erect pit-head baths. The architects in 
charge insisted on making them colorful and designing 
them well. In all, 365 mines were provided with bath 
buildings. Their bright appearance influenced the layout 
and other secondary buildings of mines, and has now 
culminated in the complete architectural design of a new 
colliery at Rothes in Scotland. This new colliery, now 
under construction for the National Coal Board, houses 
the most modern lifting, handling and washing plant. 


John Maltby Photo 


New factory for British Nylon spinners at 
Pontypool, South Wales. Sir Percy Thomas 
and Son, architects; Messrs. Scott and 
Wilson, consulting engineers 
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IN ENGLAND 


Britain's new factory buildings reveal the accepted 
belief that industrial architecture is not a poor relation 
of the fine art of architecture as expressed in public 
buildings, but an integral part of it; that a factory of 
good shape, efficient planning and clean color is a work 
of architecture in its own right; that the function of 
having to produce something to sell at a competitive 
price is only one of the many limiting factors which 
govern building projects; that even heavy industry 
with its tradition of noise, dirt and fumes, need not 
create "blighted areas" as in the past. These concepts 
are generally accepted by industrialists as well as by 
architects, and are being accepted increasingly by public 
opinion in Britain. 

Most of the facets of Dritain's postwar factory build- 
ing drive are illustrated in the great new factory of 


British Nylon Spinners Ltd. 


This has been built at Pontypool in the South Wales - 


mining area. Tt was designed by Sir Percy Thomas, a 
past-president of the Royal Institute of British Archi- 
tects. The main building is 1084 ft. long and has a million 
sq. ft. of floor space. With full production 1700 men and 
300 women will be employed i a continuous three-shift 
system. The site, which allows space for the factory to 
be doubled, has a sports ground for employees. Included 
in the scheme, though not yet built, are a head office 
building, a research block, an employees' club house and 
a games pavillion. The main building contains dining- 
rooms, a fully-equipped surgery and labor offices. In 
this last, the Works Council — a joint affair of directors, 
management and workers — and the welfare officers 
cooperate; an individual interest is taken in each em- 
ployee and in the care of his or her welfare and health. 
Boys who enter the laboratories and young clerical 
workers are given facilities for part-time further educa- 
tion. The establishment of this plant by private enter- 


Postwar factory in Britain for Hoover 
(Washing Machine) Ltd., also in South 
Wales. Wallis, Filber & Partners, archi- 
tects. Features good facilities for workers 
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Interior of generation station of the new steel rolling mill for Ap- 
pleby Frodingham Steel Company. Frederick Gibberd, architect 


prise was given assistance and encouragement by the 
Government. 

Ап example of а middle-sized plant is that for Hoover 
Washing Machines at Pentrebach in Wales. Situated 
in a development area and now in production, the fac- 
tory employs local labor, only three per cent of key 
personnel having been moved from the firm's London 
plant. The factory has a large sports ground with two 
football pitches, a running track, tennis courts and a 
bowling green. The canteen is situated between the 
factory and the sports ground and is designed as a club, 
the main hall having a stage. The building is a simple 
brick structure with a steel frame, but with its flower- 
beds, grass and young trees is in sharp contrast to the 
original site, which consisted of abandoned mine work- 
ings. This plant brings new employment, life and 
amenity to an old, declining industrial area. 

'The construction of a new factory is not yet as speedy 
as it would have been before World War П. Negotia- 
tions with Government departments take time; there is 
still a serious shortage of many building materials while 
there is an inflated demand for them, which the build- 
ing licensing authorities have to sort out. Building labor 
is also short in many areas and its productivity not up 
to prewar standards. Work is still occasionally held up 
by delay in delivery of essential components. But these 
hindrances and frustrations are gradually being over- 
come. Britain is slowly, but steadily, progressing with 


‘her postwar reconstruction of industrial plants. 


Wokefields Lid. Photo 


Great Lakes Spring Corporation plant has 
office and engineering departments in a 
second story porlion, with cafeteria be- 
low. In the plant daylighting is brought 
fo the interior with an A-frame monitor 


Hedrich-Blessing Photos 


Recent additions to 


Clearing Industrial District 


Chicago, Illinois 


FOUR TYPICAL SMALL FACTORY BUILDINGS 


John S. Cromelin 


Architect 


Crown Rheostat and Supply Company 
manufactures automatic plating equip- 
ment in its new plant. Steel construction 
which carries two 5-ton cranes. Exterior 
in salmon face brick, cast granite entrance 
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In general the plant of Acme- Wiley Corporation, manufacturers of neon signs, is typical of 


the Clearing construction, with its steel frame and monitor, though spans are longer than usual 


q small factory building is nowhere better typified 
than in the Clearing Industrial District, on the south 
side of Chicago. This factory subdivision has witnessed 
a steady building program in recent years, and John S. 
Cromelin, the staff architect, reports a recent increase 
in interest in new plants. This straw in the wind might 
indicate that factory construction will stay active, to 


confound prognosticators who have been saying that 
it will tend to decrease, what with postwar production 
in many lines catching up with long unsatisfied de- 
mands. Invariably the plants in this Базу industrial 
area are unspectacular, but clean, straightforward, 
efficient and economical. Main production areas are all 
of one-story design, with large window areas. 


National Can Corporation plant is larger than most in the Clearing District, containing 
240,000 sq. ft. Factory section consists of alternate 6l-ft. monitors and 21-ft. low bays 
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Palm Springs, California Williams, Williams and Williams, Architects 


Julius Shulman Photos 


"THE COLONY': A STUDIO APARTMENT GROUP 


в situated at the foot of the San Jacinto 
mountains, this small group of studio apartments is 
keyed to the needs and preferences of a specific class 
of tenant — artists who spend part of the year in Palm 
Springs. The idea was that of illustrator Earl Cordrey, 
the owner, who gave his architects a detailed list of 
requirements (see next page). The building is concrete 
block and frame, with prominent studio roofs pro- 
claiming its function. 
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Mr. Cordrey's requirements were spe- 
cific: for his own apartment, living- 
dining space, two bedrooms (each with 
dressing room and, bath), kitchen-laun- 
dry, office space, a studio large enough 
for classes, a dark room; for the other 
apartments, a private patio for each, 
and a small working studio among them; 
for the group, an informal atmosphere 
and a central garden with a pool. Ex- 
terior colors were chosen to blend with 
desert brush and surrounding mountains: 
lower walls are lavender gray with ac- 
cent walls of deep eggplant; upper 
studios are soft gray, windows and doors 
are white. On the interior the concrete 
block walls and the ceiling? are warm 
gray, with one wall in a deep grayed 
blue, green or purple. All cabinet work 
is natural oak, glazed with white. Floors 
are concrete, colored with acid stain 
and covered with matting in living rooms, 
asphalt tile in studios. Furniture includes 
Eames and Aalto chairs and pieces de- 
signed especially Бу the architects. 
Right: patios of the small units open. to 
the central garden. Below and opposite: 
the owners’ patio and dining terrace 


Julius Shulman Photos 
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Julius Shulman Photos 


Each of the small apartments has a large 
studio living room  labovel, dressing 
room (far right), kitchen and bath, and 
one has a separate bedroom and second 
bath. Plans call for future addition of an- 
ofher three units, identical in plan with 
the group already built. Right: looking 
out from owners’ kitchen toward patio. 
Opposite: the owners’ living room. All 
fireplaces are of Arizona stone with slid- 
ing mesh fire screens. Drapes, bed- 
spreads, еіс., were selected and made 
by Mrs. Cordrey. Electric space heaters 
and evaporative coolers provide for the 
variations т Palm Springs climate; hot 
water heaters, kitchen ranges and refrig- 
erators also are electric. Roof and second 
floor walls are insulated with aluminum 
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DESIGNED FOR DISPLAY OF HOSPITAL EQUIPMENT 


А. S. Aloe Со., Los Angeles 


poe in keeping with the merchandise on display is the 
hospital-like atmosphere of the new Aloe building in Los 
Angeles, designed, in the architect's words, "not to compete 
with, but to form the proper background and foil for" labora- 
tory appliances, surgery tables, etc. 

Exterior of the two-story building is stucco with mica glaze, 
stainless steel and aluminum. Showrooms, a truss-fitting 
department, general offices, and handling and shipping facili- 
ties (not shown on plan) occupy the main floor, stock shelving 
and warehousing the second. 


Richard J. Neutra, Architect 


lulius Shulman Photos 


The large showroom, above and opposite, is actually one room, but is departmentalized by counter placement and stub partitions (see 


plan, пех! раде). Walls are plywood veneer and laminated plastic, floor is black and gray asphalt tile, ceiling is acoustic lile 
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Main touch of color in the showroom is а 60-Й. mural over 
the wall cases, designed by the architect and executed by 
Hans Mangelsdorff. It depicts, says Mr. Neutra, “the sub- 
tropical hospital overlooking a bay of the blue-green ocean 
and a shore of palms and luxurious Henry Rousseau vege- 


tation." Significance is the interest of the Aloe Company 


in the development of health facilities in the Pacific area. 


Glass-fronted wall cases are lighted from bottom and 


ceiling; floor cases have glass tops, indexed drawers 
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HOME OFFICE 
BOSTON, MASSACHUSETTS 


Cram & Fergerson, Architects-Engineers 


Turner Construction Со., General Contractor 
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UsT dedicated, Boston's newest big building dwarfs 
J the adjoining former John Hancock home office. It 
is New England's tallest; mechanically it is completely 
equipped, in finish it is most meticulous, structurally 
it was a difficult problem. To quote Newsweek, “It does 
for Boston just what the Empire State Building does 
for New York." 

Beneath it is a waterproofed concrete slab 10 ft. thick 
(to resist water pressure and distribute the load) on 
steel H piles driven 155 ft. below grade to bedrock. The 
building was designed and erected with care lest its 
weight should disturb the fill in which it sits, or dis- 
place surrounding structures. Above, it is occupied 


Conference room; right, lobby mural of 


primarily by John Hancock, with 5 floors of rental 
space. In the building are: John Hancock Hall, Boston's 
most modernly equipped theater; the Dorothy Quincy 
Suite, for social functions; New England's fastest ele- 
vators (800 fpm); moving stairs connecting eight floors; 
an electric-eye-controlled mail conveyor system; eating 
facilities for 5000 employees; air conditioning for the 
entire building; and to top off, a stainless steel tower 
and TV-FM broadcast mast (the broadcasting station 
concerned has not yet received a ТУ license). All ceilings 
are acoustic. The aluminum sash can be cleaned from 
inside. Throughout, full performance, easy maintenance, 
etc., were paid at least as much attention as low first costs. 


Photos by George M. Cushing, Jr., and Haskell 


directors' suite 
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Ease of maintenance is stressed all through the building. Marble 
surfaces walls in main lobby, John Hancock Hall foyers and 
stairs to Dorothy Quincy Suite below it. Corridors have terrazzo Acoustic ceilings, furred 3 fL, conceal ducts, conduits, elc. 
floor and either tiled wainscoting or enameled metal walls. 
Stairways are tile walled, with terrazzo treads and metal hand- 


rails. In lavatories and toilets, no partition or fixture touches the 


floor {for easy mopping}. These rooms and all equipment closets 


are lined with glazed tile Lite Insurance Company 


us uc S | v Air conditioning system Баз electronic filters, Winter 
: > heating is provided by window heating units, steam 
convectors, some radiant heat. Steam from street serv- 
ice is reduced in pressure and distributed to the various 
systems, including kitchens and domestic water heat- 
ing. There are some 65 air conditioning, exhaust and 
ventilation systems. Five vertical air conditioning zones 
are further divided according to occupancy and expo- 
sure into a total of 16 zones, for which units are grouped 
in sub-basement, l5th (mechanical equipment) floor 
and 27th floor. Air supply for cooling towers in the roof 
comes from louvers in the building wall. Temperature 
regulation is pneumatic, operated by locked pre-set 
controls in open office space, or manually set in private 
offices. Duct system required 477 tons of sheet metal; 
use of aluminum saved an estimated 372 tons. Supply 
and exposed return air ducts are cork insulated, cov- 
ered with magnesia cement. Kitchen exhaust, extended 
to the roof in masonry shafts for fire protection, is of 
ll-ga. steel insulated with magnesia blocks. 

Spaces around the building’s perimeter have supply 
units under each window, with thermostatically con- 
trolled dampers and steam heating coils; these are 
supplied by ducts on the furred ceilings below each 


ORR | OFFICE E 


VEST. 
PR, E DR. ЕЕ. 


SUPT 


WAITS 
RM: 


FIRST: FLOOR 
ARCHITECTURAL RECORD 


Special wood-surfaced partitions; right, 17-panel master control, basement 


floor. Return grilles are also along exterior walls. Inte- 
rior spaces are served by supply-return ceiling diffusers 
from ducts above. First floor entrance lobbies and 
trucking area use hot water radiant heat to dry wetness 
from street traffic. Sidewalks on three sides have hot 
water coils for snow melting. 


Electrical and lighting system. Wiring for 115-v, low- 
voltage, and two telephone systems is carried in the 
cellular steel structural floors and crossheader ducts. 
Frequent outlets in the asphalt tile floors give wide 
flexibility, as does the general use of movable, enamel- 
finished metal partitions and wainscoting. Paint and 
fabric colors were selected to reduce eyestrain. There 
are both outside and interior telephones (a 556-instru- 
ment outside telephone service, interior telephone sys- 
tem with a 1200-line board and 1480 instruments) and 
a program bell system. 21,000 flush fluorescent lighting 
fixtures with egg crate louvers are set in the 600,000 
sq. ft. of suspended acoustic metal pan ceilings. Light- 
ing is designed for 45 foot candles at desk level. 


Dining areas and kitchens totaling 60,300 sq. ft. are 
required to serve the 5000 employees in two hours; 
outside restaurants are inadequate in the building's 
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Photos by George M, Cushing, Jr. and Haskell 


All services, including floor panel boards as shown above, are 
grouped around the central core. The 18 passenger elevators 
needed to get 5000 people ю work simultaneously are elec- 
tronically controlled. There are two electric stairways, both 
reversible fo accommodate peak loads either up or down, from 
basement through 8th floor. Trucking space has three freight 
and service elevators, one running full building height 
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FOURTH FLOOR 


Life Insurance Company 


Huge cafeteria for employees feeds 5000 in 2 hours 


Dining room for executives has its own serving room 


vicinity, and the company sells meals for cost of food 
alone. The peach-tiled main kitchen on the 6th floor, 
with stainless steel equipment, includes а bakery, 
butcher shop, food preparation center, cooking facilities, 
walk-in refrigeration units, and two yellow-tiled dish- 
washiug areas. Eight dumbwaiters distribute food to 
the four serving areas of the general 7th floor cafeteria. 
Dirty dishes are returned from three 7th floor stations 
by six conveyors. Quarry tile floors with drains, acoustic 
ceilings, and fluorescent lighting are used throughout 
the kitchens. On the МЕ corner of the 6th floor are 
two serving rooms and four wood paneled, carpeted 
dining rooms for supervisors, officers and guests. Off 
the 20th floor directors’ room is another dining room 
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Above, dining room for supervisory personnel; right, main kitchen 


and kitchen. A serving area for building service em- 
ployees and supervisors is in the basement. The Doro- 
thy Quincy Suite in the basement has its own caterer's 
kitchen. 


Mail distribution: to facilitate handling over 200,000 
pieces of mail and inter-office correspondence daily, 
an automatic system of vertical and horizontal con- 
veyors, extending from basement to 25th floor, is tied 
across to the old building with a moving conveyor 
from the basement to the 10th floor. An electric eye 
sorts mail trays between the two buildings. A spiral 
chute serves to backlog mail during rush hours. From 
the trucking space, two chutes deliver incoming mail 
to the basement receiving room. 
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Photos by George М, Cushing, Jr., and Haskell 


Detail, kitchen; hoods collect gases for exhaust io roof, 
have indirect lights, and carbon-dioxide fire-extin- 
guishing system; quarry tile floor can be hosed 
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Main floor, lobby for one of the 3 elevator banks 
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HARVARD PROBLEM BASED ON JOHN HANCOCK SITE 


The program and the site of the actual John Hancock Building formed the basis of an architectural problem in the Graduate 
School of Design, Harvard University. The problem had two parts: first, structural, mechanical and economic analyses made by the 
entire class; second, individual solutions, of which one example, developed by Derks, Harvey, Graffunder and Ying, is shown here 
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THE HANCOCK SITE 


arrangements!; wind bracing; effect of eleva- 
tors and moving stairs on bays; effect of truck 
parking on bay size; Boston building code; cost 
differentials {for appropriate types of bays); 
analyses of beams, of exterior walls and 
columns; and a final cost summary. Center, 
below: elevation of scheme (Part 11) devel- 
oped by Derks, Harvey, Graffunder and Ying 
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R Е HARVARD STUDIES 
: THE HANCOCK SITE 


The Harvard requirements, like the actual Hancock program, en- 
visioned a 26-story building with corridor connections only to 
the existing building; а completely air conditioned structure 
for 4000 to 6000 employees, with the maximum possible of office 
space, an assembly room {used also for dances and banquets) 
and separate auditorium, dining facilities for all employees, mail 
distribution system, three large classrooms for training рго- 
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Above and left, service core, typical col- 
umn with air and water services, and floor 
construction which are combined ю form 
the typical floor 


FLOORS 2 THRU 13 


grams, a recreation suite; and vault, dead storage, shipping 
and receiving (trucking), elevators and escalators, entrance 
lobby, and mechanical equipment spaces, plus parking for 100 
cars. Below is shown part of the section which, like the typical 
details above, was developed by students Derks, Harvey, 
Graffunder and Ying. This was one of several solutions; all 
showed application of architectural imagination 
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Н" а day passes without some 
news about television — improved 
receivers, electronic vs. mechanical color 
systems, coaxial cables to connect dis- 
tant cities. But one phase of TV which 
has received little, yet deserves much, 
attention 13 (he proper visual environment 
for viewing the telecast. Although not 
widely recognized, room lighting is as 
important to comfortable viewing as is 
the proper tuning of the television set 
itself. Sufficient, properly located and 
controlled light is needed near the tele- 
vision set for visual comfort. 

Many new owners look at the tele- 
vision picture in the dark because, first 
of all, they desire the psychological effect 
of “going to the show,” they also feel 
they can see more by viewing the picture 


* Engineering Division, Lamp Department, General Electric Co., 
Nela Park, Cleveland, Ohio. 
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in the dark, and finally they have no 
distractions to bother them. 

This is a mistake since television pic- 
tures, motion pictures and the theater 
each present distinctly different viewing 
conditions. The eye has to watch greatly 
different areas and brightnesses of light 
in each case. 


How TY, Movies, Theater Differ 


Visual discomfort in viewing motion 
pictures is avoided through large picture 
size and low screen brightness, even 
though the house lighting is carried at 
very low levels. 

In the theater the size of the stage, 
its depth, its normal brightness level, 
which averages substantially above the 
motion picture screen, and its reasonable 
freedom from excessive brightness ra- 
tios, except for brief intervals, as well as 


the effect of the light from the stage 
reflected into the house all combine to 
provide visual comfort. for the audience. 

Not only is the television screen 
much brighter, when tuned to good sta- 
tions and correctly adjusted, than the 
motion picture screen, but when viewed 
at the proper distance forms a much 
smaller image. Thus when a television 
set is viewed in a darkened room the eye 
has to remain fixed on a more cóncen- 
trated source of bright light as compared 
with the motion picture. 

We may properly ask why motion pic- 
tures are viewed in near-dark rooms. 
since that is the normal practice. Meas- 
urements of the brightness of all parts of 
the screen when viewing a high quality 
black and white motion picture reveal 
some surprising values to those not fa- 
miliar with this art. For example, in a 
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Comparison of Screen Sizes 


TELEVISION PICTURE 
A--Viewing distance 10 times tube diameter 


MOTION PICTURE 


B—Rear of house. Viewing distance 6 times 
picture width 

C— Front of house. Viewing distance 2% times 
picture width 


movie a white pillow case hung out in 
full sunshine may be produced at 5-7 
footlamberts.t (The brightness of the 
moon is about 1000 footlamberts.) А. 
beautiful scale of grays is provided from 
a few tenths footlambert up to one, 
and a scale of deep grays and blacks is 
presented at less than 0.1 footlambert 
and down to 0.01 footlambert. The thing 
to consider here is that the values just 
given are commonly used, and they do 
provide the desired sensation of light 


Т Footlambert— the brightness of a good while page in a book 
is about 34 footlambert when illuminated by a candle held a 
loot away. 


values from deep shadows to bright 
splashes. The dark house and the low 
brightness screen enable the viewers to 
see through the great range of the black 
end of the scale. 

The blackest value with television be- 
gins around 0.2 to 0.3 footlamberts, over 
ten times the working black range of 
motion pictures. The marked difference 
in the brightness ranges of the television 
tube and motion picture screen are dia- 
grammed at the hottom of this page. 

Since white values run from 15 to 50 
footlamberts and up with television, we 
do not need to drop the room lighting 
way down as in the movies. These values 
look white in normally lighted surround- 
ings. The black end of the scale is also 
relatively high, so there is no need for 
sensitivity to view a scale of black values 
which do not appear to exist. 

The usual discomfort producing quali- 
ties of television pictures also may be 
visualized in still another and more 
direct way, and that is to view the pic- 
ture for a period of five to ten minutes 
in an unlighted interior. Follow this 
by gradually increasing the background 
brightness against which the picture is 
viewed. (This experiment is easily done 
with a 60-watt lamp placed back of the 
receiver and moved away from the wall 
a foot or more so as to expand the back- 
ground lighting pattern. With a variable 
resistance in the lamp circuit, the back- 
ground brightness can be brought up to 
the average background brightness of the 


tube, or higher.) With the bright parts 
of the room background brought up to 
the background brightness of the tube, 
the comfort and general viewing sensa- 
tions are reasonably satisfactory. In- 
creasing the background above this point 
introduces discomfort since the pattern 
of light back of the receiver is not large 
enough. It needs help from added overall 
room lighting. That nothing is lost in 
the television picture under these light- 
ing conditions is simply illustrated by 
switching the back lighting off or down 
in steps to off. Switching to off, of course, 
produces an annoying visual shock. 

As noted before the television image 
is not only brighter than the motion 
picture screen, but also much smaller. 
In order to picture what a small image 
the eye has to fix itself on in watching 
television take the example of a 10-in. 
tube viewed at 8 ft., subtending an 
angle of about five degrees at the eye. 
This is not much larger visually than a 
three-cent postage stamp held 14 in. 
from the eye. А stamp mounted on а 
gray card held 14 in. away and viewed 
for 30 minutes will emphasize the fact 
that the television screen is something 
new in our visual experience. Parallels 
of this eye use may be found in industry. 
The mariner, and more recently, the 
airplane pilot must often use their eyes 
similarly, although under different sur- 
round conditions. At least this close 
visual attention to such a small visual 
field is not paralleled in the home. 


The problem of lighting a room for television is different from that of the movie theater interior 
because the viewer must watch an image much smaller than the movie screen and about 10 
times as bright. Drawings on this page contrast the sizes and brightnesses of the movies and TV 
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Comparison of Brightness Ranges (Values in footlamberts) 
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Room Lighting Schemes for TV 


1. The background behind the ТУ set 
must be lighted properly for visual com- 
fort. Figured patterns should be avoided; 
however, a low texture is needed, such 
as furnished by folds of drapes, so there 
is something to look at when the eye 
moves away from the picture. Here, with 
the receiver in front of windows, the cur- 
lain cuts down light for daytime viewing 
and is lighted at night by concealed lamps 


2. We won't have to eliminate figured 
patterns just because television has ar- 
rived in the home. А pleasing form of 
back lighting is obtained by concealing 
lights behind the receiver on the base- 
board and drawing a fabric curtain over 
the figured wall ahead of the lights 


Lighting the Room for TV 
Relief from this visual "aiming" for 
long periods is very desirable. This is 
done by having lighted areas around the 
television set to make it possible for the 
eye to "escape" from the bright picture 
— that is to float on and off the screen 
without the viewer being conscious of it. 
The exact value of the brightness of 
the background against which the pic- 
ture is viewed does not appear to be 
critical until the borderline of comfort- 
discomfort is reached due to localized 
distribution of background light. When 
viewed against extensive areas of bright- 
ness, some of the better known ratios 
of lighting practice can be considered. 


3. The wall surrounding this built-in re- 
ceiver gels its light from a flush ceiling 
unit. The drop panel which conceals the 
set when not in use is in the lowered 
position. The face of the receiver is from 
3 lo 5 in. back of the wall; a set-back 
frame also aids in shielding the television 
tube from light on all sides . 


4. This room uses a combination of the 
folds of the curtains and a plain wall 
for the background. Most of the light 
from the cove is directed down. А per- 
forated metal strip covers the lamps оп 
lop so that a subdued light projects onto 
the ceiling, aiding overall illumination. 
The shade of the table lamp would be 
either opaque or of low iranslucence 
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Striated wood paneling behind the television set affords а textural background without 


conspicuous character or figure. The cove is open on both bottom and top to light the 


background and bring up the overall room illumination. Fixture lamps should be spaced 


far enough from backgrounds to prevent excessive brightness, in most cases about 16 in. 


At this time, and until techniques can 
be devised for evaluating eyestrain for 
long, sustained viewing periods or for 
relating it to other known factors, aver- 
age surround brightnesses back of the 
picture of not less than one-tenth the 
background tube brightness appear to 
be a reasonable compromise. Various 
ways of creating background brightness 
with a minimum of light striking the 
tube face are shown in Figs. 1-5. In 
each instance figured patterned back- 
grounds are avoided, but whenever pos- 
sible; however, backgrounds with a low 
texture are used so that the eye has some 
definite thing to look at when it moves 
from the picture outward and back 
again, but not in a definite design that 
would hold and distract continuously. 
Backgrounds neutral in color also are 
advantageous. 

One of the most convenient lamps to 
use in these installations 1s the 30-watt 
Lumiline. These lamps can be arranged 


end-to-end giving a good continuous 
line of light without breaks, and can be 
dimmed through a very wide range of 
brightness to adjust the lighting to suit 
the particular receiver. 

Turning on single lamps in a room 
with television, especially those that 
can be seen either to one side or clear 
around to the edge of your vision, might 
be very distracting. 

'The room that has balanced lighting 
throughout and in which the lamp shades 
are low in brightness or opaque gets 
away from those troubles. Bright pat- 
terns of light on the wall above or below 
the lamp shade will also prove distract- 
ing. The best way to avoid such distrac- 
tions is to have the whole set of lamps 
in а room on at a low key instead of 
one at a moderate or high key. Complete 
sets of lamps with shades that are dense 
enough or opaque can run at somewhere 
around 60 to 100 watts each. Most mod- 
ern television receivers when operated 


Viewing distance should be great enough 
to fuse the gray horizontal lines formed 
on the TV screen info the picture, and іо 
minimize the effect of electrical disturb- 
ances. (The horizontal lines, 525 in all, 
are caused by the way the tube's electron 
beam moves across the face) 


on good signals and adjusted for sufti- 
cient contrast are very easy to look at 
with overall general lighting. When the 
set glares at you, that is a sign that the 
surrounding lighting conditions are not 
up to where they belong. 


Proper Viewing Distance 


The television picture is “ruled” with 
a set of horizontal lines — about 525 
on most sets, caused by the manner in 
which the electron beam moves back ала 
forth across the tube — which increase in 
size and spacing as the tube size in- 
creases. And electrical disturbances 
naturally become larger with larger pic- 
tures. In order to fuse the horizontal 
lines into a picture and minimize the 
effect of picture disturbances it is de- 
sirable to view the larger and larger 


‘tubes farther and farther away. Increas- 


ing size does not do away with many of 
the problems. This does not mean, how- 
ever, that the viewer must at all times 
remove himself from the largest, picture 
to such an extent that he is no better off 
than if he were viewing а much smaller 
set at a correspondingly normal distance. 
There is obvious value in sheer size 
alone, but it may not be taken as the sole 
criterion. 

Since tube size and viewing distance 
are in some ways exactly related, we 
can be quite specific on this point. On 
а 10-in. tube, the horizontal lines men- 
tioned before occur at approximately 
25 per in. When viewed at 8 ft., these 
lines are at the borderline of being seen 
in the highlights. To get the lines to 
fuse we need a slightly greater distance 
than this. A distance of one to two feet 
added to the basic 8 feet is desirable in 
not only fusing the horizontal trace pat- 
tern but also for getting the minute 
surface disturbances that often occur 
fused into a state of visual equilibrium. 
Then, too, this rule of distance supplies 
a better sense of being in focus for the 
most distant elements of scenes that are 
not presented in the best definition or 
in a good range of tones. Viewing dis- 
tance may therefore be summarized as 
ten times the diameter of the picture 
tube plus one or two feet. 

This distance rule cannot be applied to 
the extremely small tubes since only 
a general visualization can be obtained 
from them beyond several feet. Television 
sets which have a greater number of thin- 
ner horizontal lines can of course be view- 
ed at a closer distance than the 10 times 
rule gives. 
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IMPLICATIONS OF LIGHTWEIGHT AGGREGATES 


IGHTWEIGHT aggregates have been 
E used in this country for more than 
50 years, and experience with them dur- 
ing and since the war has greatly empha- 
sized their cost-saving, thermal insulat- 
ing and other advantages. So it seems 
rather remarkable that they have not 
been employed more widely. This can be 
attributed in part to building code re- 
strictions, limited availability, until 
recently, and to a great extent to the 
lack of reliable and generally accepted 
design data. 

Recognizing the need for technical in- 
formation that would disclose the use- 
fulness of lightweight aggregates in 
housing, the ННЕА initiated an exhaus- 
tive laboratory test program at the 
National Bureau of Standards and the 
U. S. Bureau of Reclamation which has 
recently been completed and reported.* 

We cannot say, however, that there is 
a generally recognized "overall theory” 
of lightweight aggregates and concrete 
because the laboratory data and prac- 
tical experience have not been com- 
pletely correlated. Yet there is every 
reason to expect extended applications 
of lightweight concrete because, in addi- 
tion to the data now available, there 
are more than 50 research papers on the 
subject, and a great deal of manufac- 
turers' literature and knowledge of per- 
formance under service conditions. 

The purpose of this article is to ac- 
quaint the reader with the results of cur- 
rent research and to provide basic in- 
formation that will encourage further 
use, experimentation and exploration. 


Lightweight Concrete — 
Types and. Uses 


Lightweight concretes can be obtained 
either through the addition of ‘foam- 
ing" admixtures to Portland cement 
mortar or through the use of lightweight 
coarse and/or fine aggregates instead of 
sand and gravel. There are more than 
a dozen types of natural, processed and 


* Төз of Lightweight-Aggregate Concrete Designed for 
Monolithic Construction," Walter H. Price and William A. 
Cordon;  "Lightweight-Aggregate Concrete, Ralph W. 
Kluge, Morris M. Sparks and Edward C. Tuma, Journal of 
the American Concrete Institute, V. 20, Мо. 8, Apr. 1949 and 
V. 20, No. 9, May 1949 4 
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By Paul Weidlinger, Consulting Engineer, Washington, D. C. 


byproduct aggregates available (See 
ARCHITECTURAL RECORD, July 1948, рр. 
143-145). There are a great number of 


'applications in buildings as loose fill, 


mortar and concrete, the most impor- 
tant of these being: (1) floor and roof 
insulation in form of fill; (2) sound ab- 
sorbing plasters; (3) fireproofing of 
structural members; (4) loadbearing 
and nonloadbearing masonry units; 
(5) cast-in-place or precast structural 
members, 

For some of these applications, such 
as thermal insulation and sound ab- 
sorption, only lightweight aggregates or 
concrete can be used. On the other hand 
fire protective and structural properties 
are common ‘to both lightweight and 
standard concrete. In these latter ap- 
plications the special properties of light- 
weight concrete can be understood best 
when compared with the standard or 
heavy concrete. Such comparison is 
very important because lightweight con- 
crete, even on a volume basis, is or- 
dinarily more expensive than standard 


aggregate concrete. Only the special ad- 
vantages such as its light weight and 
high insulating quality make it tech- 
nologically and economically competi- 
tive. 


Evaluating Characteristics of 
Lightweight Concrete 


The salient characteristic of light- 
weight concrete is naturally its low 
specific gravity. This fact deserves spe- 
cial consideration in view of the less 
publicized information that, besides 
timber, standard Portland cement con- 
crete is one of our lightest structural 
materials. One is accustomed to think 
about concrete as a “heavy material” 
although the specific weight of standard 
concrete is about equal to the very 
“light” aluminum. From this we can 
draw some interesting conclusions. 

Lightweight-aggregate concrete can 
be classified as an "extra" light ma- 
terial. This is not an exaggeration if one 
considers that some of the lightweight 
concretes float on water and have a spe- 


Greatly needed technical data on lightweight aggregates has been 
made available through an extensive investigation sponsored by 
HHFA. Here lightweight concrete is being tested at the National 
Bureau of Standards for resistance to freezing and thawing cycle 


cific gravity equal to or less than wood. 

'The fact that ordinary concrete and 
even lightweight concrete structures are 
heavier than comparable steel or alu- 
minum ones shows that the low specific 
gravity of a structural material alone 
does not mean lightness of the structure 
as a whole. The strength-weight ratio of 


the material is the determining factor. 

Similarly, other important physical 
characteristics such as thermal con- 
ductivity, hours of fire protection, sound 
absorption etc. should be correlated to 
the weight of the material to enable us 
to make judicious comparisons. 

The same characteristic, light weight, 


The graph below shows that highly absorptive lightweight aggregates produce con- 
creles having relatively high shrinkage. The photo illustrates the effect of an air-entrain- 


ing agent on harsh lightweight-aggregate mixtures. Materials in the two samples are 


the same, except the one on the left has the air-entraining agent added; note the serious 


segregation in the right-hand sample 
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which makes this material so: useful in 
building construction contributes in- 
directly to other physical properties 
which require special attention if disad- 
vantages such as higher shrinkage and 
lower modulus of elasticity are to be 
avoided. Tt should be emphasized that, 
basically, materials have no inherent 
"disadvantages". There is only im- 
proper use of materials due to un- 
known or unevaluated characteristics. 
The drawbacks of lightweight concrete 
should be understood in these terms. 

The principal characteristics of light- 
weight concrete are well summarized in 
a technical paper ү reporting results of 
tests at the Bureau of Reclamation. 
“. .. It has many advantages not pos- 
sessed by regular sand-gravel concrete. 
It is lighter in weight ranging from 35 
to 115 lb. per cu. ft. and savings in struc- 
tural steel and foundation size result 
from its use. Lightweight concrete has 
better fire resistance properties, is a 
better insulator against sound and heat 
and is as weather resistant as regular 
concrete. Its strength, which is roughly 
proportional to its weight, ranges from 
... 200 psi... to 5000 psi. Light- 
weight concrete usually costs more than 
regular concrete because of the higher 
cost of the aggregates, greater cement 
requirements, and the need for greater 
care in placing. . . ." 

The last remarks on cost, while ac- 
curate, need to be qualified: the cost of 
the concrete alone in reinforced struc- 
tures 15 only one of the cost components, 
which include also the reinforcing steel 
and the formwork. In terms of total cost 
the properly designed comparable light- 
weight concrete structure need not be 
more expensive. In a number of in- 
stances the savings are more than the 
added cost of concrete on volume basis. 

The same paper also clearly summa- 

rizes the most important physical prop- 
erties of lightweight concrete in the fol- 
lowing conclusions: 
1. The strength .of lightweight concrete 
is dependent on the strength of the ag- 
gregate particles and the richness of the 
mix, but in general no amount of cement 
will produce concrete having strength 
above 1000 psi for concretes weighing 
less than 50 Ib. per cu. ft. or above 2000 
psi for concretes weighing less than 80 
lb. per cu. ft., dry weight. 


2. The thermal conductivity of con- 


1 "Tests of Lightweight Aggregate Concrete Designed for 


Monolithic Construction" by Waller Н. Price and William 
А. Cordon 
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crete decreases as the weight of the con- 
crete is decreased. This property of the 
concrete seems to be influenced more by 
the density of the concrete than by the 
characteristics of the aggregate. 


3. The lightweight concretes having 
strength above 2000 psi all had suitable 
resistance in the freezing-and-thawing 
tests and had comparatively low drying 
shrinkage. These concretes should be 
completely suitable for all types of con- 
crete construction where heavy weight 
is not a requirement. 


4. Disruption resulting from the alkali- 
aggregate reaction is not indicated in 
lightweight-aggregate concrete. 


5. Air entrainment is recommended for 
lightweight aggregate concrete to im- 
prove workability and reduce separation 
during placing. The slump should be 
maintained at less than 214 in. wherever 
possible. 


6. Additional tests should be made to 
(a) correlate the properties of dry 
tamped lightweight concrete with those 
of plastic conerete mixes, (b) determine 
the bond strength of lightweight con- 
crete to reinforcing steel, (c) investigate 
the flow of lightweight concrete under 
load and cracking tendencies of large 
slabs, (d) investigate the use of various 
admixtures and wetting agents, (e) de- 
termine the most practical gradings for 
various aggregates and (f) investigate 
comparative heat resistance properties 
of various lightweight concretes. 


In connection with the conclusions 
of this paper it should be kept in mind 
that the additional tests which are rec- 
ommended in the last paragraph do not 
mean that there is no information at all 
on these important points. Extensive 
data are available for various aggregates, 
especially on the recommended aggre- 
gate gradings, heat resistance and also 
bond strength. Individual manufacturers 
have sponsored and conducted extensive 
research programs to establish these 
data. The lack of specific recommenda- 
tions at the present time suggests that 
the users of lightweight aggregates 
should follow the manufacturers! in- 
structions, especially with regard to the 
design of concrete mixes and placing of 
concrete. These procedures are some- 
what different from the ones employed 
for standard concrete and the insistence 
of engineers on such more familiar speci- 
fications can lead to the improper use. 
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Top graph plots compressive strengths of lightweight concretes tested at the Bureau of 
Reclamation. In general, no amount of cement will give strengths above 1000 psi for 
concretes weighing less than 50 Ib. per cu. її. or above 2000 psi for those weighing less 
than 80 Ib. per cu. ff. Bottom graph shows that thermal conductivity decreases almost 


linearly as the weight decreases 


Following are some of the features in 
which the lightweight concrete mixes 
and placement differ from the standard: 


1. Maximum size of particles is usually 
less than in standard concrete. 


2, Air entrainment is almost always ad- 
visable in lightweight concrete. 


3. Cement factor should be kept as low 
as possible consistent with strength to 
reduce shrinkage and also weight. The 
strength of the mix should be kept as 
close to the design value as possible 
through careful control on the job, since 
higher strength concrete has lowered im- 
pact resistance. 


4. Curing properties of lightweight con- 
crete are generally more favorable than 
those of standard concrete because of 
the slower release of moisture. 


5. If at all possible, lightweight concrete 
should have lightweight aggregates only, 
avoiding the use of sand which increases 
shrinkage. 


6. Finally it should be remembered that 
not all lightweight aggregates are suita- 
ble for use in structural concrete. Some 
extremely light concretes while excellent 
as fireproofing and insulation have such ' 
low strength that they cannot be em- 
ployed structurally. 
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These are rather random examples to 
show the difference in production and 
design between heavy and lightweight 
concrete. They also will influence the 
writing of specifications, especially with 
respect to weight and permissible toler- 
ances in gradation. The most important 
conclusion to draw from these facts and 
examples is the importarice of employ- 
ing specialists in the design and super- 
vision of concrete mixes. In important 
jobs careful preliminary laboratory tests 
are necessary, especially when lesser 
known lightweight aggregates are used. 


Effect of Lightweight 
Concrete On Design 


It is obvious that the different 
mechanical characteristics of lightweight 
concrete will exert considerable influence 
not only on the design of mixes, place- 
ment and curing of concrete, but also on 
the structural design of members. This 
latter influence is probably more im- 
portant from the architect's point of 
view than the previously mentioned ones 
relating mostly to field operations. For 
the architect it is important to know how 
the use of lightweight concrete will de- 
termine the dimensions and shapes of 
structural members and how inherent 
design limitations, different from those 
of heavy concrete, will either restrict 
or increase its application. Even though 
there have been numerous articles on 
lightweight aggregates and lightweight 
concrete this question has not been given 
as much attention as it deserves; there- 
fore, some of the more important design 
procedures will be discussed briefly. 

In getting acquainted with an un- 
familiar material it is always useful to 
get the “feel” of it by comparisons and 
illustrations. For this purpose the fol- 
lowing comparisons are suggested, based 
on the strength-weight ratios. 


Relative | Relative 
Strength- | Density 
Material Weight 
Ratio 

Standard (Heavy) Concrete 1.0 1,00 
Lightweight Concrete 1.5 0.67 
Soft Wood 8.0 0.23 
Structural Steel 1 10.0 3.20 
Duraluminum 30.0 1.14 


In the foregoing table both heavy and 
light concrete were assumed to have an 
ultimate compressive strength of 2000 
psi and the lightweight concrete was as- 
sumed to have a density of 100 Ib. per 
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cu. ft. The strength-weight ratio and 
density of standard concrete was set at 
1.0 as the basis of comparison. This ta- 
ble (based on round figures) shows 
clearly the relative inefficiency of plain 
concrete against other materials of 
greater weight. It also indicates that by 
proper use, in this instance by reinforc- 
ing of the concrete with steel, the ma- 
terial can be used to advantage. It also 
points out the higher efficiency (i.e. 
higher strength-weight ratio) of light- 
weight concrete, as compared with 
standard concrete. 

The advantage of lightweight concrete 
can be visualized even better by taking 
two unreinforced concrete columns, hav- 
ing equal cross sections and heights such 
that the compression at the bottom of 
the columns under their own weight 
is 2000 psi. In these examples the maxi- 
mum height of the column made of light- 
weight concrete can be 1.5 times that of 
the one made of standard concrete. This 
50 per cent gain in theoretical height 
represents the superior structural ef- 
ficiency of lightweight concrete. This 
figure of course will vary for different 
densities of concrete. 

The actual relationship of structural 
efficiency is more complex when rein- 
forced concrete members are compared. 
Here a second important physical con- 
stant has to be considered — the modu- 
lus of elasticity of the concrete. The 
value of this constant has important 
bearing on the effectiveness of reinforc- 
ing steel. The modulus of elasticity is 
influenced to a great extent by the type 
of aggregate employed and also by the 
cement content. Tt is also directly re- 
lated to the strength of the concrete. In 
general the modulus of elasticity of 
lightweight concrete is about half as 
much as that of the standard concrete 
of equal strength. This means that the 
ratio between the elastic modulus of 
steel and lightweight concrete is higher 
than for standard concrete; therefore, 
the neutral axis of the lightweight con- 
crete girder or slab is lower than that 
of the heavy concrete slab. This results 
in a higher resisting moment for the 
lightweight concrete member. The im- 
plications can be summarized as follows: 
A higher percentage of reinforcing steel 
is required in lightweighl concrele mem- 
bers, but the depth of ihe member can be 
decreased with resulting savings in con- 
crete and formwork, The reduction of 
concrete in slabs ranges from 15 to 20 per 


cent and the increase in sleel from 11 
to 17 per cent. In rectangular girders the 
savings in concrele is greater and the in- 


‘crease in steel less than this. In T beams 


actual savings in steel can be obtained due 
to reduced dead load. Compressive rein- 
forcement is more effective in all circum- 
stances in lightweight concrete. The de- 
flection of such members is about 30 
per cent higher than that of members 
made of standard concrete. In general 
it can be stated that members designed 
in lightweight concrete will not only be 
lighter in weight but also in appearance. 
This conclusion is particularly interest- 
ing when contrasting two other familiar 
“light” and “heavy” structural ma- 
terials, namely aluminum and steel. 
Here the situation is reversed — alu- 
minum members, although lighter, will 
be bulkier in appearance than steel. 
The above conclusions can be visu- 
alized in a number of ways. The best 
illustration is the dead load — live load 
ratio, examples of which are given in 
the following table comparing 2000 psi 
heavy and lightweight concrete rec- 
tangular girders for various spans: 


RATIO OF DEAD LOAD TO 
LIVE LOAD IN PER CENT 


(Assumed Live Load=500 ib. per ft.) 


Span Heavy Lightweight 
In Ft. Concrete % Concrete % 
10 6.5 14.5 
20 17.0 34,5 
30 32.0 72.0 


The weight saving is quite apparent, 
and it increases with increasing spans. 
With the use of higher strength con- 
crete the savings are less marked which 
indicates the range of application for 
lightweight concrete. 

Weight savings can be illustrated fur- 
ther by calculating the maximum span 
of two cantilever girders (light and 
heavy concrete) of equal dimensions and 
equal amount reinforcing, assuming that 
both carry their own weight only and do 
not exceed the allowable stresses. Such 
computations show that the lightweight 
concrete girder will be 41 per cent longer 
than the one made of heavy concrete. 

These examples are to serve only as 
illustrations of the potentialities and 
limitations of lightweight structural 
concrete. The conclusion to be reem- 
phasized is that lightweight concrete 
members are lighter and they look 
lighter. This fact alone should be of 
great interest to the designing architect. 
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PRODUCTS for Better Building 


CONCRETE BLOCKS 


Soffit blocks for economical concrete 
construction of floors and roofs are now 


being fabricated from Durisol, a light-: 


weight concrete material which com- 
bines chemically mineralized wood shav- 
ings with Portland cement. 

The blocks provide the integral forms 
for reinforced concrete joists and slabs, 
becoming a part of the floor or ceiling, 
and are also reported to provide thermal 
and sound insulation and acoustical 
control. 

Soffit blocks make possible several 
economies, according to the manufac- 
turer: they may be laid on minimum 
framework and thus require less shor- 
ing lumber and lumber of smaller di- 
mensions; their large size and light 
weight permit faster installation; less 
concrete is required to attain floor 
strength comparable to ordinary poured 
concrete; they provide an acoustic 
ceiling at no extra cost, or if a plastered 
ceiling is desired, they provide a plaster 
base; faster plastering is possible because 
less pressure by the plasterer on the 
trowel is required. 


Measuring 24 in. wide by 48 in. long, 


the blocks are available in depths of 
71%, 9% and 1126 in. Durisol, Inc., 420 
Lexington Ave., New York, М. Y. 


ROOF DE-ICING KITS 


Damage caused by snow and ice ac- 
cumulating on the roof is said to be pre- 
vented with the new Rockbestos Roof 
De-Icing Kit. 

The kit consists of 60 ft. of lead 
sheathed heating cable complete with 
standard plug, shingle clamps for at- 
taching the cable to the roof and in- 
stallation instructions. 

Looped around the edge of the roof, 
the cable melts channels through the 
ice, allowing the water to drain away 
normally. 

Rated at 60 watts and designed for 
operation from 110 to 120 volts, a kit 


is reported to protect from 18 to 20 ft. 


of roof from ice dams. Rockbestos 
Products Corp., New Haven 6, Conn. 


PLASTIC ASPHALT TILE 


High resistance to oils, greases, fats, 
alkali and wear and a new monochro- 
matic concept of coloring are said to be 
combined in a resilient plastic asphalt 
tile called Arlon. А 

Manufactured from a combination of 
plastic and asphalt compounds, the new 
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material is reported to have a high 
enough resistance to alkali to make it 
practical for installation on grade or be- 
low grade, as well as on suspended wood 
or concrete subfloors. 

Arlon, which is available in eleven 
shades, is produced in 14 and 9g in. 
gauges and only in tiles 9 by 9 in. 
Armstrong Cork Co., Lancaster, Pa. 


SOUND POWERED TELEPHONES 


Designed to operate without batteries 
or any outside power for either talking 
or ringing circuits, Sound Powered Tele- 
phones for industrial use are said to 
insure full tone and clarity of speech 
reception. 

All operating parts are mounted on 
the cover, which lifts off, leaving the 
case conveniently free for installation of 
interstation wiring. 

Ring gaskets of synthetic rubber are 
used to seal all openings in the rugged 
aluminum case, providing complete wa- 
tertightness, according to the manu- 
facturer. 

Each station consists of a sound- 
powered telephone handset mounted on 
the aluminum case, which contains a 
magneto generator, a howler unit with 
connecting horn for signaling, necessary 
terminal blocks and, if selective ringing 
is desired, a rotary selector switch. 

Common-talking, selective-ringing 
systems up to 24 stations or an un- 
limited number of common-ringing sta- 
tions can be used per system. United 
States Instrument Corp., 409 Broad St., 
Summit, N. J. | 


Aluminum roofing sheets 10 ft. long and 12 


in. wide used for gymnasium-auditorium 


ALUMINUM ROOFING 


Alumalex Bermuda Roofing, developed 
to combine eye appeal with the func- 
tional qualities of increasingly popular 
aluminum roofing, is patterned after the 
Bermuda style of wide exposure to 
weather, thick butt lines creating heavy 
shadow lines, and interesting texture. 

Installed over wood sheathing and 
fully supported, Alumalex Bermuda 
Roofing includes factory-prefabricated 
field sheets and essential accessories such 
as hips, valleys, gable and rake strips 
for ease of installation. 

The sheets, 10 ft. long with 12 in. ex- 
posed, are joined in а water-proof 
"Joiner Strip" eliminating overlaps. 
Hips and valleys are joined to the field 
sheets with the same strip. Alumalex 
Co., Inc., 517 West Garfield Ave., Glen- 
dale 4, Calif. 


(Continued on page 190) 


Soffit blocks fabricated of Durisol, lightweight concrete material, provide integral forms 


for reinforced concrete slabs and joists, becoming part of floor or ceiling. Thermal and 


sound insulation as well as acoustical control are said ю be achieved 
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HEATING SYSTEMS FOR HOUSES 


Forced Hot Water Systems: 5 — Two-Pipe Systems 


RADIATOR Z 


PIPE REVERSE RETURN 


CASE 2 
2-РАРЕ DIRECT RETURN 


ARCHITECTURAL RECORD , 


By William J. McGuinness 
Professor of Architectural Engineering 
Pratt Institute 


— 
REGULAR TEE ANO 
45? CONNECTION. 
NO SPECIAL TEES 
IN 2-PIPE SYSTEMS 


RADIATOR 7 


TYPES OF TWO-PIPE HOT WATER SYSTEMS 


The 2-pipe direct return saves a little pipe Би! the reverse return is much preferable and usually chosen. Note {Case 1) 


that the length of circuit supply and return to 


"A" is identical with that to ''Z'' giving equal heating. In Case 2 note 


how much favored radiator ''A'' is by comparison with the long travel to and from ''Z.'' On a straightway circuit the 
piping needed for Case 1 is even greater. It is chosen, however, for its equal length of run and return ю every radiator 


l. Average Water Tempera- 
ture and Temperature Drop 
in the System 

With closed systems under pressure 
it is possible to circulate water at or 
above the temperature of the boiling 
point of water if desired, without 
generating steam, because the boil- 
ing point of water increases with in- 
creasing pressure. А. frequently used 
range of temperature and one that is 
used in this design is as follows: the 
average temperature of water in the 
system is 197 F. Thé drop in tempera- 
ture between the boiler delivery and 
return water is 20 Е. Thus the water 
will leave the boiler at about 207 F 
and return at about 187 Е. This is in 
case we are running below the boiling 
point of water at atmospheric pres- 
sure. i 


2. Water Flow Required to 
Make Up Hourly Heat Loss 


This house loses 118,000 Btu. per 
hour. The specific heat of water is 
one. This means it takes one Btu. to 
heat one pound of water one degree F. 

In cooling, water will give off one 
Btu. for each pound losing one de- 
gree F. With a fixed heat loss and a 
fixed water temperature drop, the 
equation for quantity of water to be 


circulated becomes — Gallons per mi- 
nute x 8 pounds per gallon x 1 Btu. 
per pound x 20 degrees F equals Btu. 
per hour heat loss, or 

GPM x 60 x 8x 1 x 20 = Btu./Hr. 
к @РМ=ШНЕ 

9600 

which is a standard formula for these 
conditions. Substituting the actual 
value of 118,000 Btu. per hour heat 
loss we arrive at 12.2 gallons per 
minute to be circulated in order to 
make up the hourly heat loss. 


3. Length and Equivalent 
Length of Circuit 


In a two-pipe reverse return system 
the length of travel of water from 
the boiler through the supply main, 
through a radiator and through the 
balance of the return main is the 
same for any radiator. It should be 
computed accurately from the build- 
ing layout. This installation has a 
length of travel of approximately 184 
ft. as follows: 


width 30 ft. 
30 
length 50 
50 
height 8 
8 
runouts 
(1 гаа.) 8 
184 feet 


The “Equivalent Total Length" is a 
length of imaginary straight pipe 
equivalent to the run computed 
above plus an allowance for the re- 
sistance of fittings, boiler, valves, 
etc. On large jobs of unusual design 
it is customary to compute this ac- 
curately. For our purpose it is suffi- 
cient to add 50 per cent. The equiva- 
lent total length of this installation is 
thus 184 x 1.50 — 276 ft. This will be 
used in later calculations. 


4. Select a Pump 


Besides selecting a pump it is neces- 
sary to establish sizes for all pipes. 
One step depends on the other. The 
amount of water pumped through 
per minute must not vary. This is 
12.2 gallons per minute. A powerful 
pump can circulate at this rate 
through very small pipes while a 
weak pump can deliver the same 
quantity per minute only through 
large pipes. If from Chart 1 (Авсні- 
TECTURAL Recorp, Sept. 1949, p. 
149) we select а 114 in. pump we dis- 
cover that it will pump our 12.2 gal- 
lons per minute against a “head” of 
6.4 ft. Now it is necessary to select 
a piping system that offers resistance 
of the value of 6.4 ft. to assure flow 
of 12.2 gallons per minute. 
(Continued on page 157) 
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New 26-story addition to John Hancock Mutual Life In- 
surance Company, Boston, Mass. Cram & Ferguson, archi- 


tects and engineers. Turner Construction Co., builders. 


... because the pipe joints are 


Owners, architects, and builders 
' of new buildings are using all the 
latest building techniques at their 
command. That's why the brass 
and eopper pipe runs of truly 
modern buildings are specified 
Silbraz —the modern way of join- 
ing brass or copper pipe or Type 
B copper tubing. Silbraz joints 
are silver brazed — not soldered 
or threaded — and form a joint 


Make it a “one-piece pipe line" 
with Walseal 


OUR 
CATALOG IN 
SWEET'S 


that is stronger than the pipe 
itself. They are leakproof, per- 
manent, and will not сгеер or pull 
apart under any condition which 
the pipe or tubing can withstand. 

Silbraz joints actually make 
the brass or copper pipe or tubing 
into “one-piece pipelines" that 
save you money by eliminating 
leaky connections, costly main- 
tenance, and repairs. 


SILBRAZ* 


Walseal® Valves and Fittings 
for Making Silbraz Joints 
The Walworth Company pro- 
duces a complete line of Walseal 
Valves, Fittings and Flanges for 
making Silbraz joints — the mod- 
ern method of joining brass or 
copper piping. For further in- 
formation, see your nearest Wal- 
worth distributor, or write for 

Circular 84B. 


WALWORTH 


valves and fittings 
60 EAST 42nd STREET, NEW YORK 17, N. Y. 


DISTRIBUTORS IN PRINCIPAL CENTERS THROUGHOUT THE WORLD 
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the Balanced Door IN THE NEW JOHN HANCOCK BUILDING 


° Economy of 


Maintenance The Door that lets 


TRAFFIC through QUICKLY 


Write for 1950 
catalog, "the — 
\BALANCED DOOR" 


send your 
inquiry to 
Dept. Е-1 


ELLISON BRONZE: CO. 


Jamestown, New York 


representatives in 71 principal cities 
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Forced Hot Water Systems: 6—Design of Two-Pipe Systems By William J. McGuinness 


A TYPICAL DESIGN OF A 2-PIPE REVERSE RETURN 
FORCED CIRCULATION HOT WATER HEATING SYSTEM 


Left: Sketch showing general dimensions of the system and the length of the circuit through 
one (апу! radiator. Right: General plan layout identifying the mains, numbering each ra- 
diator and giving each room heatloss in thousands of Btu. /hr. Example: 8M = 8000 Btu. / hr. 


5. Meaning of Pressure Drop Section A the closest head is 614 ft. Main Capacity Size to be 
in Millinches Per Foot Go to the right until you reach the M Btu./Hr. used 
“Feet of head" means that the 14% nearest total equivalent length. This ABU: 118 1% in. 
in. pump will deliver 12.2 gallons is 260. Directly below in this column BC 110 1% 
per minute if it is raising the water in the horizontal line labelled ‘‘Mill- GP 98 14 
6.4 ft. in height. Since the heating inches" is the value 300 millinches E 8? ГА 
circuit is a closed one the water re- per foot. This is close enough for our FG s P 
turns to the same level and the only purpose to the accurately computed GH 56 D 
resistance to pumping is a frictional value of 270 arrived at previously. HI 45 1 
опе, The water must leave the pump This table is used always instead of и 36 1 

at a pressure which would be caused the caleulation which was made to JK 24 % 
by a 6.4 ft. height of water and at explain the process. We shall now KL 16 pA 
the end of the "equivalent length" use the “300 Millinch Column" in LM ? Ya 


the pressure will be zero. Thus the 
water loses 6.4 ft. of head in 276 
ft. of pipe. A millinch is one one- 
thousandth of an inch. There are 


selecting all pipe sizes. 

This is a good average pressure 
loss. High pressure drops result in 
speed and noise and low pressure 


(Continued on page 159) 


BOOSTER CAPACITY СНАРТ- { 


thus 12,000 millinches in one foot of drops result in slow speed and con- A ЕЕЕН 
height. Lost in the system will be sequent slow response. n H | g 
6.4 x 12,000 millinches or 76,800. The gu 

| 76,800 6. Selecting of Mains and Re- шо H 
loss per foot will be отб 9 270 turns Fa - | - 
millinches рег foot. If this loss is ^ Section B of Table 1 (AncurrEc- Е. і 
maintained the circulation will be TURAL Кесовр, Sept. 1949, p. 153 Ze H H дааа | 
correct. It is possible to establish this and supplement herewith) gives the О? D 
millinch loss directly from Table 1 size of mains and returns at the left i. 5 AG E 
(ARCHITECTURAL Весовр, Sept. 1949, for any value of heat per hour to be = ЫҸ А 
p. 153) which has the results of cal- delivered, the latter being read in the Ei 


culations such as we have completed 
above. In the left hand column of 


300 millinch column. The supply 
mains are thus sized as follows: 


MAIN CAPACITIES (In Thousands of BTU.) Р 
(Supplement to Table 1, Section В, ARCHITECTURAL RECORD, Sept. 1949, р. 153) 


' 25 5o 1 100 125 
DELIVERY PER MINUTE (GALLONS) 


150] 


PIPE SIZE 600 500 
VA 


34" 


MILLINCHES 
350 300 


15.1 13 
30.5 28 


oo THE PRUDENTIAL BUILDING 


IN LOS ANGELES 


This building is the Western Home Office of the Prudential Insurance Company. 
The shimmering white mass rises thirteen stories in the central portion and symbolizes the strength and 
resources of the company whose trade mark is the Rock of Gibraltar. 
Except for the window spandrels, the exterior is architectural concrete units. The remarkable whiteness of these 
units is achieved by the use of Trinity White portland cement 
and white quartz. We have prepared 


а descriptive booklet on the Prudential 


building showing the method of placing | 


these units. Ask for it. 


А product of General Portland Cement Company 
OFFICES AT: 
111 W. Monroe St., Chicago 3; 305 Morgan St., Tampa 2; Volunteer Bldg., 
Chattanooga 2; Republic Bank Bldg., Dallas 1; 816 W. 5th St., Los Angeles 5 


НАДО AS SNOW" 


о of 
ort VAY nase 


CREDITS 
Owner: 


The Prudential Insurance Co. 


of America 
Architects: 


Walter Wurdeman & Weldon Beckett, 


Los Angeles 


Structural Engineers: 
Murray Erick Associates 


Mechanical Engineer: 
Ralph E. Phillips 


General Contractor: 


Wm. Simpson Construction Co., 


Los Angeles 


Architectural Concrete 
Units Manufacturers: 


Wailes-Bageman, Los Angeles, and 


Otfo Buehner & Co., Salt Lake City 


Masonry Contractor: 


Thomas B. Childs, Salt Lake City 


i 
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Forced Hot Water Systems: 7—Design of Two-Pipe Systems Continued By William J, McGuinness 


In reverse order the return mains 


Sa tne -T STRUCTURAL DETAILS 
would be sized in similar manner. 


CASE 1 


Return Capacity 
M Btu./Hr, 
NO 8 V5 in, 
OP 20 34 
PQ 29 1 
QR 39 1 
RS 51 ] 
ST 62 1% 
TU 73 14 
UV 82 1% 
VW 94 1% 
WX 102 1% 
XY 109 1% 
YZ 118 ИЛ 


Pipe Size to 
be used 


a 


Mains not passing through girders can be supported dead level directly below 
joists but with slight clearance to prevent noise caused by expansion 


7. Radiator Branch Size AT LEAST 2 FROM SUPPORTS 


The size of all radiator branches both 


supply “suid Жыш will hee ar ac In average installations having mains of about 1"! diameter, holes slightly over- 


size for clearance will provide convenient passage for the pipes without weak- 


С) ton do canc basis- Whereas seen ening girder, if holes are kept at mid-height and away from supports 


that a 14 in. pipe carries 13,000 Btu. 
per hour at this pressure drop which 
is more than that required by any 
radiator. 


98. Selection of Radiators 


The heat emission from one square 
foot of cast iron radiation depends 
upon the temperature of the steam 
or water inside and the temperature 
on the other, or room, side. The room 
side is 70 as in most systems, but 
instead of 212 Г temperature as in 
Steam systems the average tempera- 
ture of the water is 197 F. So instead 
of 240 Btu. per sq. ft. per hour as 


AT LEAST 2" FROM 
a Ы SUPPORTS 


Similar arrangement with steel girder. In Cases 2 and 3 pipes should be support- 
ed on hangers, should not rest on bottom of girder-hole, which would result in 
noise during expansion. All mains and returns in forced systems can be level 


TABLE 3 


in the case of steam radiation the BEAT EMISSION HOT WATER RADIATORS 
ission i EMISSION AVERAGE RAD. BOILER 

hourly emission is somewhat less and PER SQ. FT. TEMPERATURE | TEMPERATURE 

can be found from standard tables. z : 

At 197 Е this is found to be 200 Btu. 20: ed 21 oi pt 

per hour per sq. ft. of radiation by 200 BTU 197° 210° 

reference to Table 3. In each сазе 180 BTU 190? 200? 

then the hourly loss is divided by 160 BTU 175° 185° 

200 to arrive at the sq. ft. of radiation T90 BTY ie T aca] 


required. Radiator No. 1 must have 
40 sq. ft., №. 2 60 sq. ft. and so forth. 


| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| lected also from Section B of Table 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 
| 


The total radiation for the house is 
590 sq. ft. The individual radiators 
may be selected from the standard 
sizes given in the table included in the 
section on one-pipe steam systems. 
(ARCHITECTURAL RECORD, Aug. 1949, 
p. 146). While copper convectors are 
quite popular, they have not been 
considered here because they involve 


NOVEMBER 1949. 


slight variations from the standard 
procedure given here. 


9. Selection of a Boiler 


If this house has normal requirements 
for domestic hot water, the figure of 
590 sq. ft. of radiation and the kind 
of firing, oil in this case, are the only 
items of information necessary to 


select a boiler to carry the load. 

Most manufacturers rate their boil- 
ers at the connected load and make 
allowance for pipe heat loss and pick 
up from cold condition as well as an 
allowance for normal domestic hot 
water requirements. It is well to 
read the boiler ratings carefully in 
the manufacturer's catalogue. 
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Stop Hidden 


Tough, elastic, enduring— 
Rust-Oleum defies rust- 
producing conditions years 
longer—protects the struc- 
tural strength of steel. 


Industry-proved Coating Rustproofs Metal 
Against Moisture Damage in Sealed Spaces 


For structural protection, specify the use of Rust-Oleum on all iron and 
steel — particularly in inaccessible areas where condensation causes rust. 
Rust-Oleum positively stops rust and adds years of life to structural mem- 
bers, pipes, sheet metal, etc. which are difficult or impossible to reach in 
normal maintenance. 


Indoors or out — Rust-Oleum seals metal with a tough, pliable, destruc- 
tion-proof coating. Originally developed to resist the highly corrosive 
effects of salt water and salt air, under tough sea-faring conditions, Rust- 
Oleum gives lasting protection where ordinary materials fail. It’s your best 
answer to all rust problems. 


We will gladly offer specific recommendations on Rust-Oleum appli- 
cation and uses, if you will give us full information as to technical 
requirements. See the complete Rust-Oleum catalog in Sweet's, or 
write for a copy. | 

PERSONAL — Do you have a rust problem? We'll be glad to send а 


free sample for a test application on your car or at home. Be sure to 
state color preference. There is no obligation, of course. 


Rust-Oleum £s available tbrougb indus- 
trial distributors in most principal cities 


CORPORATION 


2479 Oakton Street Evanston, Illinois 
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and 1946. Olindo Grossi was the other 
scholarship recipient for 1949, 


Modular information Asked 


Dimensional Coordination, as carried 
on under the A62 Project of the Ameri- 
can Standards Assn., and sponsored by 
the A.I.A. and the Producers’ Council, 
requires information as to how many 
firms have converted wholly or in part 
to modular sizes for their products. For 
the benefit of the project, the association 
is now asking if all firms who have con- 
verted will file their names as soon as 
possible with the secretary of the project 
whose name and address follows: W. H. 
Deacy, Sr., Secretary, ASA Committee 
A62, American Standards Assn., 70 East 
45 St., New York City. 


Public Service Records Cited 

The public service records of Lieut. 
Gen. Raymond A. Wheeler, Maj. Gen. 
Philip B. Fleming and Maj. Gen. U. S. 
Grant ПІ have been cited by the А.Т.А. 
in an announcement of resolutions of ap- 
preciation recently adopted by the exec- 
utive committee of 'The Institute. Serv- 
ice in the public interest by the public 
officials in their administrative positions 
has been characterized by a consistent 
concern for the furtherance of good ar- 
chitecture and sound planning, the Insti- 
tute statement revealed. 


Report Presentation 


A report entitled “The Significance of 
the Work of the New York City Housing 
Authority" has been presented to Gen- 
eral Thomas F. Farrell, Housing Author- 
ity chairman, by Walter F. Kilham, 
Jr., president of the New York Chapter, 
А.Т.А. The report is the culmination of 
two years study of the Authority's com- 
pleted projects by the chapter's com- 
mittee on housing, under the chairman- 
ship of Arthur C. Holden. 


Cleveland Chapter Officers 


Announcement has been made of offi- 
cers elected to serve the Cleveland 
Chapter, А.Г.А., for the year 1949—50. 
President will be Paul C. Ruth, of the 
firm of Conrad, Hays, Simpson & Ruth; 
Carl F. Guenther, of Outcault, Guen- 
ther & Associates, will be vice president; 
Lottie B. Helwick, associate of Spahn 
& Barnes, was named secretary, and 
Morton Leavitt, of Leavitt & Spieth, 
treasurer. 

(Continued on page 162) 
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ROWING use of В & С Hydro-Flo Forced 

Hot Water Heating for industrial applica- 

tionsis wellillustrated in the plant ofthe General 
Ice Cream Corporation, Schenectady, N. Y. 


'The system is ingeniously designed to per- 
form three distinct duties. It heats the building 
... Supplies hot water for pasteurizing cream 
and milk... and heats the service water. The 
service water load is very heavy, being used for 
general sterilization and for heating chocolate- 
melting kettles. 


А hot water conditioning unit furnishes heat 
to the main office, located directly above the 
sub-zero hardening room. Locker rooms, load- TM < і ; 
ing docks and other departments are kept at a n» EE EM E zo. po 
Du I pM Du MIDI B & С Indirect Water Heater with В & С Тһе pasteurizing vats are heated with water 

y y 5 Booster Pump for circulating hot water from the pumped directly from the boiler. Vats must be 

The operating versatility of B & С Hydro-Flo boiler to the Heater. This arrangement provides heated from 45° F. to 165° Е. in approximately 
Heating is matched by its fuel economy . . . large volumes of hot water at minimum cost. 30 minutes. 
because water as a heating medium can be 
accurately controlled to avoid the usual causes 
of fuel waste. 


Ideal employee comfort conditions are maintained by the accurate 
temperature control possible with B & .3 Hydro-Flo Forced Hot 
Water Heating. The heat supply is smoothly adjusted to every 
change in the weather—no over or underheating. 


Hydro-Fió Heating 


BELL & GOSSETT COMPANY 


Dept. BF-32, Morton Grove, Illinois *Reg. U.S. Pat. Off, 
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THE RIGHT 
кышы 


with . 


PLATES 


T-1344 


T-1340 


et 


с 1.1421 | 


Use these units for compact, practical installation of multiple-wiring 
devices into one gang. With UNILINE plates, in lvorylite or brown 
Bakelite, any combination desired can be installed quickly — right 
on the job. Switches, receptacles and pilot lights can be easily 
interchanged, The line provides innumerable combinations for at- 
tractive 1-Gang installations for 2 or 3 units at a saving of material 
and labor, 


LISTED AS STANDARD BY UNDERWRITERS' LABORATORIES, INC. 


Branch Offices at: Boston, Chicago, Dallas, Denver, Detroit, 
Los Angeles, New York, Philadelphia, San Francisco, Syracuse. 


SEE OUR LISTING IN SWEET'S ARCHITECTURAL FILE 


WRITE FOR LITERATURE ON THESE 
AND OTHER WIRING DEVICES TO: 
1911 LAUREL STREET 
HARTFORD 6, CONN. 
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STUDY ABROAD 

Ап important step in opening the way 
for graduates of American schools of 
architecture to be admitted to the re- 
nowned French school of fine arts, the 
École des Beaux Arts, has been an- 
nounced by the A.LA. 

Until recently, graduates of American 
schools of architecture have been ad- 
mitted to the École des Beaux Arts only 
after a detailed qualification procedure. 
Under the new arrangement with the 
French school, worked out by Julian 
Clarence Levi, New York, chairman of 
the Committee on International Rela- 
tions of the A.LA., selected graduates of 
American schools will be admitted with- 
out examination. 

In effect, selected architects will have 
the benefit of study at the expense of the 
French government, since the school is 
supported by the government and has 
no tuition fees, Mr. Levi said. 

The step marks recognition of the 
high standing of architectural education 
in the United States, Mr. Levi com- 
mented. 

The École des Beaux Arts will now 
accept up to 10 graduates of schools 
which are members of the Association 
of Collegiate Schools of Architecture. 
Selection will be made by а committee 
of the А.Т.А. on the basis of applicants’ 
scholastic records, architectural designs 
and other criteria. Members of the com- 
mittee are Leopold Arnaud, dean of the 
School of :Агіѕ, Columbia University; 
George S. Koyl, dean of the School of 
Fine Arts, University of Pennsylvania; 
Charles Butler, New York, practicing 
architect, and Mr. Levi. 


EXPERIMENTAL MASONRY WALL 


Over 2000 specimens of stone from 47 
states and 16 foreign countries face an 
experimental masonry wall recently 
erected at the National Bureau of Stand- 
ards. The wall will be used for study of 
all phases of the weathering process on 
the numerous varieties of stone, as an 
aid in developing more reliable lab- 
oratory methods for predicting dura- 
bility. The complete investigation, which 
is being conducted by D. W. Kessler 
and R. E. Anderson, of the Bureau's 
Building Stone Laboratory, will doubt- 
less require many years, but some parts 
of the study will yield results in a com- 
paratively short time. The wall is а 

(Continued on page 164) 
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Йе CHOICE fot 


Yes, and the choice among the country's leading 
architects, designers and decorators for these jobs 
for 25 years. Why? ... because when they specify 
Hood Rubber Tile, they know from past experience 
that they are recommending better flooring... 
flooring that lasts a lifetime, is easy to clean, is re- 
silient, quiet, and offers a full range of sparkling 


Offices 

Reception Rooms 
Corridors 

Display Rooms 


Hospital areas 


colors and pattern possibilities that enhance any also 
decorative plan. For proof, and to make your job Banks 
easier, see Sweet's or write for full-color booklet. Stores 


Schools & Colleges 
Bidgs. & Insts. 


| Hood Rubber Co, 


A DIVISION OF 
Residences 


Hotels & Clubs 
R. R. Cars & Ships 


HOOD RUBBER TILE 
HOOD ASPHALT TILE WATERTOWN, MASS 


> 
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cooperative project initiated by the 
Bureau and the American Society for 
Testing Materials. Several other or- 
ganizations, including producers of stone, 
have cooperated by supplying materials 
or advice. 

À number of problems connected with 
the weathering of stone can be studied 
in the one structure, among them: the 
permanence of color, discoloration, ef- 
fects of combining different types of 
stone, waterproofing, durability, and 
dimensional stability. 


EXHIBITS 
At the Modern Museum 


An exhibition, “Modern Art in Your 
Life," to show how modern art is a 
source and instigating force for much of 
our daily environment is now on display 
at the Museum of Modern Art. The 
showing relates "applied" art to the 
"purer" forms which are frequently said 
to be its source and has been assembled 
in celebration of the museum's 20th 
anniversary by Rene d'Harnoncourt, 
director of the Museum's curatorial 
departments, in collaboration with Rob- 
ert Goldwater, author, associate pro- 
fessor of art history at Queens College 
and editor of the Magazine of Art. 

The exhibit features buildings, furni- 
ture, useful objects, shop displays and 
advertisements in their relationship to 
works of art sometimes considered mean- 
ingless. The tracing of antecedents of 
commercial projects to their abstract 
sources covers many styles of modern 
art with a view to the broad effect of 
this school upon modern living. 


Modern in Detroit 


A comprehensive exhibit, “For Mod- 
ern Living," featuring some 3210 ob- 
jects drawn from daily life and gathered 
in an attempt to reach “all the people 
and their daily lives," is being staged at 
the Detroit Institute of Arts through 
Nov. 20. Criteria in selecting objects for 
display, as stated by Alexander Girard, 
architect and show director, were, did 
they show "results of a good under- 
standing of a special individual prob- 
lem?" As a result the display features 
articles from sunglasses to a baby's pink 
plastic toilet seat, including designs from 
nine foreign countries, and a 40 ft. mural 
by Saul Steinberg, the cartoonist. 

(News continued on page 166) 
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buys OTIS 
AUTOTRONIC ELEVATORING 


1407 Broadway is to be the “Prestige Headquarters” of the textile and allied 
industries. Everything's advance-styled. Vertical transportation 

will be an entirely new concept of elevatoring. For Otis AUTOTRONIC Traffic-Timed 
ELEVATORING is the only system that is timed to the 6 traffic 

patterns of the entire business day. It excels at 

reducing passenger waiting time — not only during peak-traffic hours but 
also during the equally important between-peak periods. 

It keeps cars evenly spaced throughout the building automatically. 

They can't bunch at terminals or landings. All floors, all tenants receive 
prompt, continuous service — with an expense-saving minimum number of cars. 


In addition, Otis AUTOTRONIC Traffic-Timed ELEVATORING 

is dramatic! A passenger merely "touches", not pushes, an electronic 
directional arrow in the landing fixture. The arrow glows, the 

call registers, and a car arrives — as if by magic. 

Otis Booklet B-721-F explains how AUTOTRONIC ELEVATORING will 

keep NEW or MODERNIZED buildings on preferred renting lists for 
years, years, years. Otis Elevator Company, 260 11th Ave., New York 1, N. Y. 


nM————————— o —————— —————— UA AHAAAMMAANaHd'aoMMYA ее 


| —————————————————"9————  —— 


AUTOTRONIC 
traffic-timed 
ELEVATORING 


» 7 Bro ivy ts Corpgration Builders; В 
William eckend orf, Ghairma of p: Board; Ф 
S. M.Hirs тк ке) hn & lacobs, Archit #5. 
| 
| 
i 
| 
| 
i 


| 
i 
I 
| 
| 
| 


г | and MODERNIZED office huildings, hotels, banks and depart- 
It stores have also bought this entirely new concept of elevatoring. 


with Wing Draft Inducers 


Wing Draft Inducers are 
suitable for use with oil, gas, 
stokered, or hand-fired boilers, 
moderate sized high pressure 
steam plants and industrial fur- 
naces. Write today for a copy of 
Bulletin I-10, 


The illustrations above showin striking fashion the 
difference in the appearance of the same build- 
ing after removal of the unsightly stack. With 
Wing Draft Inducers it is no longer necessary to 
mar the appearance of otherwise well designed 
buildings with stacks of this type. By utilizing a 
low chimney, together with a Wing Draft In- 
ducer, proper draft is assured—substantial sav- 
ings in building costs are registered. 


Adequate draftis assured regardless of weather 
conditions or high surrounding buildings. The 
trim lines of the architect's design can be retained 
intact . . . without sacrificing furnace efficiency 
... soot, smoke, and obnoxious gases are re- 
duced or eliminated. 


Wing Draft Inducers are available with man- 
ual controls, or they may be tied in with the con- 
trols of the combustion system for completely 
automatic operation. Their use assures positive, 
uniform, adequate draft for low pressure heating 
plants... thorough and complete combustion 
with high CO; content. 


L.J. Wing МЮ. Со, 151 W. 14th St, New York 11, М. Y. 


Factories: Newark, М, J. and Montreal, Canada 
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(News continued from page 164) 


ON THE CALENDAR 


Through Nov. 20: “For Modern Liv- 
ing," exhibition of contemporary design 
in home furnishings and objects, Detroit 
Institute of Arts, Detroit, Mich. 

Through Dec. 4: 20th Anniversary Ex- 
hibition: Modern Art in the Modern 
World, Museum of Modern Art, New 
York City. 

Nov. 13-16: 16th Annual Meeting, 
National Assn. of Housing Officials, 
Copley Plaza Hotel, Boston, Mass. 

Nov. 17: Educators Conference, Ве- 
gional Convention, Central States Dis- 
trict, A.I.A., Hotel Sheraton, St. Louis, 
Mo. 

Nov. 18-19: Regional Convention, 
Central States District, A.I.A., Hotel 
Sheraton, St. Louis, Mo. 

Dec. 4-10: 7th Panamerican Congress 
of Architects, including an Industrial 
and Commercial Exposition of architec- 
tural construction materials and meth- 
ods, Havana, Cuba. 

Jan. 18-20; Annual Meeting, Ameri- 
can Society of Civil Engineers, New 
York City. 

Jan. 23-27: Southwest Air Condition- 
ing Exposition of the International 
Heating and Ventilating Exposition, 
Dallas, Tex. 

Jan. 30—Feb. 3: 25th semi-annual Los 
Angeles Furniture Market, Los Angeles, 
Calif. 


BUILDING NOTES 
Parkway Apartments 


The “Parkway,” four 10-story apart- 
ment buildings containing 1744 suites 
and a modern shopping center, is under 
construction on the site of the former 
Ollemar estate in Irvington, N. J. New 
Jersey's largest FHA-insured mortgage 
to date, totalling $14,316,000, has been 
made on the project, first units of which 
are scheduled for occupancy in the sum- 
mer of 1950. Estimated cost is $20 mil- 
lion. Kelly & Gruzen are architects for 
the project. Maurice and George Levin 
are the builders. 


Hospital Alterations 


The Catholic Archdiocese of New York 
has awarded a contract to the Turner 
Construction Company for alterations 
and additions to St. Francis Hospital, 
Poughkeepsie, N. Y., at a cost of approx- 
imately $2,150,000. The addition will 
be a four-story structure and alterations 

(Continued on page 168) 
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beautiful 
fissured 


For Public, Private, 
Commercial or 
Ты Residential 


MINERAL FIBRE ACOUSTICAL TILE Buildings... 


Sales Distributors Through- 
out the World, In Canada: 
Dominion Sound Equip- 
ments, Ltd. 


Acoust- ELOTEX 
ааа Гарасат 
REGISTERED: V. $ PAT, OFF. 


TRADE MARKS: 


hound иде Paoli 


PRODUCTS FOR EVERY SOUND GONDITIONING NEED 


THE CELOTEX CORPORATION * 120 SOUTH LA SALLE STREET * CHICAGO 3, ILLINOIS 
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Driscoll Foundation Hospital for Children, Corpus Christi, Tex. Designed by C. H. 
Page & Son, Architects. Consulting architects for the project are Eggers and Higgins 


Photograph оў Feralun Safety Treads in- 
stalled in the office building of the RCA 
Victor Division, Camden, №. J., when the 
building was erected in 1923. (Photo courtesy 
Public Relations Department, RCA Victor). 


"INSTALLED IN 7923... STILL 


GIVING 


SATISFACTORY SERVICE TODAY” 


They planned well for safety and for durability—those who were responsible 
for these Feralun* safety treads—installed when. this RCA Victor building 
was erected in 1923. A quarter century of resistance to wear under the many 
thousands of feet that have gone up and down them since Calvin Coolidge first 
entered the White House! A quarter century of underfoot safety, too, on 
Feralun’s non-slip surface! And, as the photograph shows, these same treads can 
still be counted on for many more years of maintenance-free service—and safety, 


Examples like this show why architects, engineers and builders insist on 
“Feralun” treads, nosings and plates. Made of cast iron with wear-resistant 
` abrasive particles embedded in walking surfaces, “Feralun’’ provides a sure- 
footed “grip” that keeps feet from slipping—and wears and wears. The coupon 
below will bring you full information on ‘‘Feralun.”’ Send it today. 


* Also available in Bronze—(Bronzalun), 


Aluminum—(Alumalun), and Nickel Bronze—(Nicalun).® 


AMERICAN ABRASIVE METALS CO. 


AMERICAN ABRASIVE 
METALS CO. hs 


470 COIT STREET :: 
IRVINGTON 11, N. J. * 
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IRVINGTON 11, М. J. 


NAME „... ccc ce нее hh t rn TITLE.... leeren nnn | 
COMPANY ..........ъь еее eee eee eee и hte! 9 rtm | 
ADDRESS ,......... ee ee e hh he I ен зз база ж» | 
CITY . eus SHOE оке eet t tn J 


will include the construction of a new 
boiler house. Eggers and Higgins, of 
New York, are the architects. 


Driscoll Hospital 


Plans to construct the new Driscoll 
Foundation Hospital for Children in 
Corpus Christi, Tex., at an estimated 
cost of $2,250,000 have been announced. 
The hospital will serve children up to 
16 years of age and will be the only hos- 
pital of its type in the Corpus Christi 
area. Designed without a cashier’s win- 
dow, the hospital's construction and cost 
of operation will be provided from funds 
left by the late Mrs. Clara Driscoll, of 
Corpus Christi. 

The building is designed to accommo- 
date 100 patients in the first project and 
to be expanded to 200 beds in the future. 
It is of two-story height and will con- 
tain five wings. Walls are of brick with 
stone trim. Windows are of aluminum. 
The building will be air-conditioned with 
the exception of minor service portions. 
Preliminary plans were drawn by Eggers 
& Higgins, architects, of New York, 
who are serving as consulting architects, 
and working drawings are now in process 
by C. H. Page & Sons, of Corpus Christi, 
architects for the project. 


Printing Plant 


The Neo-Gravure Printing Company, 
of Chicago, subsidiary of Cuneo Press, 
Inc. has awarded a contract to the Tur- 
ner Construction Company for the erec- 
tion of a $2 million plant at Weekhaw- 
ken, N. J. Architects are De Cherrie & 
Berkenblit, of Chicago. 


AT THE COLLEGES 
Fellowships 


Fellowships amounting to $1000 a 
year have been established at both the 
University of Washington and Oregon 
State College by the Weyerhaeuser Tim- 
ber Company. The grants will be for 
graduate research in the field of forest 
management. First recipients of the fel- 
lowships started work at the beginning 
of the academic year in September. 


Curricula Inspected 


Inspection committees have examined 
481 curricula, including 112 new inspec- 
tions, at 106 engineering colleges in the 
past two years, it has been revealed 
by Н. Т. Heald, president of the Illinois 
Institute of Technology and chairman of 
the Committee on Engineering Schools 
of the Engineers’ Council for Profes- 
sional Development. 

(Continued on page 170) 
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UNIT HEATING... 


its uses and advantages 


Where it is used Unit heating is widely used in in- 
dustrial plants and warehouses, garages, stores and 
publie buildings where the following advantages are 
important. 


Low first cost Unit heaters are so efficient and so 
compact that their heating capacity is often equivalent 
to the capacity of cast iron radiation or pipe coils of 
twice the cost. Additional savings are effected because 
the system requires a proportionately smaller amount 
of pipe, fittings and accessories. 


Economy of operation Heat is forced down to the 
working level...not banked uselessly at the ceiling 
level. Heat is turned on and off merely by throwing a 
switch either manually or automatically by simple 
thermostatic controls. The rapid response means that 
heat is furnished only when and where it is wanted... 
no heat is wasted. 


Heating comfort Unit heaters provide quick heating 
from а cold start. Desired temperatures are easily main- 
tained within a close range. Heat is uniformly distrib- 
uted in the working zone by forced air circulation. It 


is a very flexible system because different or changing 
heating requirements are easily satisfied by means of 
different models, a range of capacities, single- or two- 
speed motors and individual thermostatic controls. 


Adaptability to equipment and floor layout The 
units and the simple piping are overhead where they 
do not interfere with arrangement of operating machin- 
ery or equipment and do not take up valuable floor or 
wall space. Units are easily relocated at any time to 
meet changes in plant layout or heating requirements. 


Thermolier unit heaters have important construc- 
tion advantages The design of Thermolier unit heat- 
ers is the product of Grinnell Company's ninety-nine 
years of heating experience. Both architects and con- 
tractors like Thermolier's durability, freedom from 
maintenance troubles and dependable operation. Typ- 
ical of its construction features is the patented internal 
cooling leg which permits the use of a plain thermo- 
static trap, the simplest, least expensive kind of trap. 
For full details on Thermolier features, capacities and 
types, see your Sweet's Files. 


GRINNELL 


Grinnell Company, Inc., Providence, Rhode Island. Branches: Atlanta * Buffalo * Charlotte * Chicago * Cleveland * Cranston * Fresno * Kansas City * Houston 


Long Beach * Los Angeles * Milwaukee * Minneapolis * New York * Oakland * Philadelphia * Sacramento * St. Louis * St. Paul * San Francisco * Seattle * Spokane 
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University of Illinois homes for ЗО staff members. Project of Small Homes Council 


Cabot's House Paints (Gloss 
Collopakes) provide extra beauty 
that lasts for extra years. That's 
because the patented Collopaking 
process reduces pure pigments to 
particles 100 to 1000 times as fine 
as in ordinary paints and disperses 
them evenly throughout the vehicle. 
Cabot's Collopakes are self-levelling 
... Show no brush marks. And 
because no fillers or adulterants are 
used, their colors remain true, even 
after long exposure in the most 
testing climates. 


Cabot's Collopakes are available in 
a wide variety of colors . . . many 
of them, like Longfellow Yellow and 
Haddam Barn Red, obtainable 
from no other source. 


WRITE TODAY for color card and 
complete information. 


Architects « Dubin & Dubin 


Samuel Cabot, Inc. 


1122 Oliver Building, Boston 9, Mass. 
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lilinois Staff Homes 


Principles developed in housing and 
heating research studies at the Univer- 
sity of Illinois are being applied in the 
construction of 30 homes for University 
staff members — newest project of the 
Small Homes Council. 

The new homes are being constructed 
on modular design principles and employ 
also site-fabricated and truss methods. 
All are basementless on insulated slabs 
and the utility plans of kitchens and 
other areas meet research standards. 
Noteworthy is the site plan; neither 
houses nor major tree plantings follow 
or emphasize street lines. When trees 
attain full growth the effect will be that 
of a partially wooded site. All houses 
are one-story and are of three basic 
designs and sizes with variations in 
exterior appearance. Because other 
homes in the area are large they have 
been grouped in pairs for harmony in 
the neighborhood appearance. All have 
combined living-dining area with mova- 
ble closet-walls employed in the larger 
homes. 

Most of the houses have redwood sid- 
ing, painted white and grey where hori- 
zontal siding is used and left natural with 
vertical siding. À few houses are finished 
with cement asbestos board panels. In- 
terior walls are of gypsum wallboard 
which is being taped, textured and 
painted. 

All interested campus units collabo- 
rated on the project which was planned 
and designed by the Small Homes Coun- 
cil. Skidmore, Owings and Merrill, 
architects, planned the site and cooper- 
ated on architectural work. 


New Buildings 


Albion College’s new dormitory for 
men, Seaton Hall, has been officially 
opened for occupancy with accommoda- 
tions for 234 men. The dormitory, gift of 
the Kresge Foundation, is the first unit 
in the men’s dormitory system. It is a 
four-story fireproof structure of colonial 
design. All rooms are doubles. The build- 
ing also contains a lounge and recreation 
room. 

The first of three 10-story apartment 
buildings being constructed at the Hi- 
nois Institute of Technology, has been 
opened for occupancy. Gunsaulus Hall 
contains 116 units for housing of mar- 
ried students and staff members. This 
marks the first time that any housing 
has been provided for married students 
at the Institute. The $1,200,000 build- 


(Continued on page 172) 
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 FOLLANSBEE SEAMLESS TERNE ROLL ROOFING 


LASHING AND WEATHERSEALING 


AVAILABLE NOW, for the first time in many years, 40-lb. terne-coated* 
Follansbee Seamless Roll Roofing assures maximum roof protection for all 
types of structures, Time-proved as a durable roofing material, 40-lb. 
terne-coated steel* has set many performance records. In fact, 40-Ib. terne 
roofs serving MORE THAN FIFTY TROUBLE-FREE YEARS may be 
found in many cities. 

Furnished in 50-foot continuous rolls without cross-seams, this superior 
roofing metal can be readily applied regardless of architectural design 


characteristics. Write today for full information on specification and 


Ў x ; *Касһ 435 sq. ft. of copper-bearing steel 
application details. base plate is hot-dip coated with 40 lbs. 
of tin and lead alloy (terne coating). 
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ing is part of Illinois Tech's long-range 
expansion program which, when the 
college’s new modern campus is com- 
pleted, will provide housing for 2000 
persons in a total of three 10-story apart- 
ment buildings, 12 four-story dormito- 
ries, three three-story walk-ups and 24 
row houses. 


Faculty Appointments 
James H. Acland, of Montreal, Que- 


bec, has recently been appointed assist- 
ant professor of architecture at the 
University of Utah. 

Charles Warner, Architect, and part- 
ner in the firm of Warner-Leeds, has 
been appointed critic in design at Pratt 
Institute. 

Stanley Salzman, Architect, has been 
appointed instructor in graphics and 
design at Pratt Institute. 

Seymour Howard, Architect, will 


See why America's finest 
industrial laboratories 
are Kewaunee equipped 


fame 


ми; 


A few Kewaunee 
industrial installations 


Abbott Laboratories 

Eli Lilly Company 

Parke Davis and Company 

Carnegie-Illinois Steel Со. ` 

Standard Oil Company 

U. S. Rubber Company 

Corning Glass Works 

В. Р. Goodrich Company 

Mellon Institute of Industrial 
Research 

Upjohn Company 

General Motors Corporation 

Е. 1. DuPont de Nemours Co. 

General Electric Company 

Celanese Corp. of America 

General Aniline Works 

American Viscose Corporation 

Eastman Kodak Company 

Kraft Foods Company 

Aluminum Company of 
America 

Sherwin Williams Company 
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Send for the new 
KEWAUNEE 
METAL SCIENTIFIC 


LABORATORY EQUIPMENT 


CATALOG NO. 50 


See for yourself why the name Kewaunee 
on laboratory equipment and casework 
means efficient design, fine materials, 
husky construction, lasting quality. See 
how each Kewaunee unit serves a specific 
purpose, yet is perfectly matched with other 
units to form an integrated whole. See how 
Kewaunee’s Unit Assembly plan utilizes 
mass production methods to provide cus- 
tom quality at budget-conscious cost. 

See how Kewaunee saves your planning 
and engineering time, and relieves you of 
many headaches in laboratory design. 

A free copy of the new Kewaunee Cata- 
log of Metal Scientific Laboratory Equip- 
ment is ready for you. Write for it now. 


The services of Kewaunee engineers are | 
available to you—no cost or obligation 


С, б. Campbell, President 


5046 S. Center St., Adrian, Michigan 


Representatives in Principal Cities 


teach construction courses at Pratt In- 
stitute. 

Peter Blake, designer and curator of 
the department of architecture at the 
Museum of Modern Art, has been ap- 
pointed an instructor in introduction to 
architecture courses at Pratt Institute. 

Peter Grippe, sculptor and painter, 
will teach basic design at Pratt Insti- 
tute. 

Manuel Bromberg, formerly head of 
the art department of Salem College, has 
been appointed an associate professor 
of design at North Carolina State Col- 
lege. 

Walter Weissman has been made an 
instructor in architecture at North 
Carolina State College. 

Lee F. Hodgden has been appointed 
to the position of instructor at North 
Carolina State College. 

Walter B. Sanders, A.I.A., of the firm 
of Sanders and Malsin in New York 
City, has been appointed to the position 
of professor of architecture at the Uni- 
versity of Michigan. 

Lyndon Welch has been made an in- 
structor in architectural construction at 
the University of Michigan. 

Knut Lonberg-Holm, graduate of the 

University of Copenhagen, Denmark, 
will be a visiting lecturer in architecture 
at the University of Michigan. 
, Roger G. J. Legrand, graduate of the 
Ecole des Beaux Arts de Paris, will be a 
visiting lecturer in architecture at the 
University of Michigan. 

Thomas Е. McClure has been ap- 
pointed an assistant professor of sculp- 
ture at the University of Michigan. 


OFFICE NOTES 
Offices Opened, Reopened 


Architectonics, Inc., firm engaged in 
the practice of industrial design, an- 
nounces the opening of a new office at 
207 E. 37th St., New York 16, N. Y. 

Miles Edwards Falls, Architect, has 
opened an office at 2208 Cedar Springs 
Ave., Dallas, Tex. 

J. Paul Gilmore, Architect, formerly 
of Hudson, Gilmore, Campbell, an- 
nounces the opening of offices at Farm 
Security Building, Montgomery, Ala. 

Leonard H. Glasser, Architect, has 
opened an office for the practice of 
architecture at 835 Lincoln Rd., Miami 
Beach, Fla. 

Lawrence Halprin, Landscape Archi- 
tect, announces the opening of an office 
at 802 Montgomery St., San Francisco 
11, Calif. 

John C. Milne announces the opening 
of a showroom for decorators’ require- 

(Continued on page 174) 
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Nothing beats better than Modine Сое 
Radiation sommes nou 


| E ә. Design and Mechanical Patents Pending 
For the full story, call your Modine Representative. А 7: 
He's listed in the "Where-to-Buy-it" section of your phone book. » 
Ask to see a sample, or write direct. a 
Modine Mfg. Co., 1510 Dekoven Avenue, Racine, Wisconsin. 


Send for New Modine Convector Catalog Today! i — 2) с о МУЕСТО R 5 


Special 1- Pipe Steam Convector Bulletin Also Available. 


R-1045 
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ments at 18 E. 53rd St., 
N. 


New York, 
Y. 


Col. Paul L. Snyder, announces his 


separation from the United States Air 
Forces and the opening of an office for 
the practice of architecture at 40416 
S. Tryon St., Charlotte 2, М. C. 


Harry W. Terry, consulting engineer, 


of Scarsdale, N. Y., has opened a head- 
quarters at 518 Fifth Ave., New York, 


N. 


Xs 


Timbertone Decorative Co., Inc., an- 
nounces the opening of new showrooms 
and offices at 114 E. 32nd St., New 
York, N. Y. | 


New Addresses 


The following new addresses have 
been announced: 

Campbell and Wong, A.I.A., 802 
Montgomery, San Francisco 11, Calif. 

Fromherz Engineers, 82314 Poydras 


This roof plank combines so many functions 
in one material.. 
tion cost. 
as compared with other materials. Note 
the 3-in-] advantages of this light-weight, . 
precast, factory-coated plank: 


| 
2 


Save #7 


OUT OF EVERY $5 


by using 


the Duhisol insulated Roof Plank 


-all at one low installa- 
..that $4 does the work of $5 


Fireproof, reinforced, cement-surfaced, 
and ready for application of the built- 
up roofing. 


Because Durisol itself is such an effec- 
tive barrier against heat losses, no 
additional insulation is required. 


Noise-deadening ceiling at no extra 
cost... distinctive and pleasing in 
appearance, with a sound absorption 
coefficient of 0.87 at 512 cycles. 


THE ROOF DECK 


THERMAL INSULATION 


ACOUSTICAL CEILING 


DURISOL is made from chemically mineralized 


wood fibres bonded with 


Portland cement and 


moulded under pressure. It is unaffected by mois- 
ture and is proof against rot, mould, vermin, ter- 
mites—proved incombustible by laboratory tests. 


Maximum] Weight per 


Thickness 


250 Ibs. per sq. ft. ultimate 
uniform load. 


Tongue and 
Groove 


For complete information, write for folder 
(АЛ.А, File Number 4-K). Also see catalog 
3c/13a, Sweets File Architectural, 1949. 


DURISOL, INC. 420 Lexington Avenue, N. Y. 17, N. Y. 
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St., New Orleans 13, La. 

Victor Hornbein, Architect, 714 Pon- 
tiac St., Denver, Colo. 

Francis Keally and Howard S. Patter- 


son, Architects, 17 E. 49th St, New 
York 17, N. Y. 
Konwiser Fabrics, Inc., 1 E. 53rd St., 


New York 22, N. Y. 
Douglas Orr, Architect, 111 Whitney 
Ave., New Haven 10, Conn. 

John Lyon Reid, A.I.A., of Bamberger 
and Reid, 109 Stevenson St., San Fran- 
cisco, Calif. 

Carl Schmuelling, А.Т.А., Lexington 
Circle, Terrace Park, Ohio. 


New Firms, Firm Changes 


Hubert M. Garriott and John W. 
Becker announce their association as 
partners in the practice of architecture, 
under the firm name of Garriott and 
Becker, with offices at 800 Broadway, 
Cincinnati 2, Ohio. The association fol- 


` lows the dissolution of the firm of 


Garriott, Becker and Bettman. 

Archibald Coleman Rogers, A.I.A., 
and Francis Tournier Taliaferro, A.I.A., 
have formed a partnership for the prac- 
tice of architecture with offices at 49 
College Ave., Annapolis, Md., and in 
the Ewing Bldg., Easton, Md. 


ELECTIONS, APPOINTMENTS 


The board of management of the So- 
ciété Belge des Urbanistes et Architectes 
Modernistes, which was the originator 
of urbanization in Belgium, has re- 
cently been constituted аз follows: 
president, P. A. Michel; vice president, 
J. F. Hoeben; secretary-general, J. 
Franssen; treasurer, P. Mornard, and 
counselors, G. Brunfaut, J. Moutschen, 
Paul Rubbers, E. Taelemans and J. 
Valcke. 

Harold В. Sleeper, A.I.A., has been 
named chairman of the Architects Di- 
vision for the 1949 fund drive of the 
Travelers Aid Society of New York. The 
campaign, now in progress, has set a goal 
of $350,000. 

Beatrice West, decorator, has been 
appointed director of interior design and 
color coordination of the Rahr Color 
Clinic. Miss West has been employed as 
color coordinator and decorator for Lev- 
itt and Sons, Inc., home builders. She 
was previously with the Texas Housing 
Company, Dallas and also did the color 
styling for the Whiterock, N. M., hous- 
ing project, suburb of Los Alamos, N. M. 

Charles Frederick Wise, A.I.A., of 
Philadelphia, has been appointed con- 
sultant on construction advertising by 
Lee Ramsdell & Co., Inc., „ш. 
advertising agency. 
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Steiner Electrical Supply Co. 
Puis Chicago, Illinois 


BEES the most significant 


in 20 years! 


never before possible! custom-designed lighting 
installations at mass-production prices! 


MODULE lighting is here...a truly revolutionary idea that heralds a 
dynamic new era in commercial lighting. Four low-cost "building blocks 

of light" easily fit together mechanically and electrically...end to side, 

end to center, end to end, or side to side. Now, you can economically fulfill 
specialized needs with an infinite variety of harmonious, functional lighting 
patterns that fit all architectural requirements. MODULE is truly superior 
lighting—providing an abundance of glare-free illumination with 
exceptionally low surface brightness. Ingeniously engineered 

plastic louvers and side panels provide, scientifically 

correct shielding and eliminate unsightiy dark spots. 

Write today for FREE 20-page MODULE booklet which fully explains 

and illustrates the. unlimited possibilities of this modern lighting. miracle. 


p 


Module С ` 
t. Four 40-watt 7-12 
; 48" type Е lamps 


MITCHELL MANUFACTURING CO. 

2525 Clybourn Avenue, Chicago 14, lilinois "^^ 
Please send full details on MITCHELL MODULE 
Firm Name. $ 

Address 

City. Zone. State. 
Attention: 


NEWS FROM CANADA by John Caulfield Smith 


Housing Subsidies Get Nod 


Canada's newly announced shelter policy 
reveals a change in Prime Minister St. 
Laurent's thinking. He once declared 
no government of which he was a mem- 
ber would ever subsidize housing. The 
proposed amendments to the National 
Housing Act provide for the building of 
rental projects "either on an economic or 
а subsidized basis.” 


Actually, the proposals fall into two 
categories. The first deals with prospec- 
tive home owners. It makes it possible 
for them to get a bigger loan to buy or 
build. The second, which requires pro- 
vincial cooperation to be implemented, 
assists small municipalities and those 
with inadequate revenues to assemble 
land and erect housing for sale or rent. 

When passed — and in view of the 
government's parliamentary majority, 


WEATHER STRIPS FOR SLIDING DOORS 


Everyone Wants Sliding Doors! 
"ACCURATE" ASSURES OPERATING EFFICIENCY 


Everywhere, more architects are specifying sliding doors to 
open on terraces, patios, balconies, porches. An unexcelled fea- 
ture for clubhouses, finer residences, sanitaria and similar build- 
ings. “Accurate” has played a major role in promoting the use 
of exterior sliding doors by assuring more efficient, smoother 
gliding operation, plus wholly weatherproof qualities, backed by 
numerous patents. 43 years' experience in making better metal 
weather stripping for windows and doors establishes “Accu- 
rate" as the pioneer manufacturer in this field. 


WRITE FOR SPECIAL FOLDER 


CURATE 


Cl U РАТ. OFF. 
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there can be little doubt that it will be 
passed — the legislation will be ad- 
ministered by Central Mortgage & Hous- 
ing Corporation. The Corporation may 
then make a direct loan to house buyers 
equal to one-sixth the amount of the 
loan made to operative builders. This 
means that the maximum loan obtain- 
able under the National Housing Act 
will be raised from $8500 to $9900, 
cutting down payments by approxi- 
mately one half. People contracting for 
new houses as well as those buying 
them from builders will benefit. 

Aid {0 municipalities takes the form 
of loans for housing projects to be 
developed and managed under federal- 
provincial auspices. Three types of pro- 
ject are included: the clearing and serv- 
icing of housing sites, the construction of 
houses for sale and the building of rental 
housing. In each case, the cost will be 
shared 75 per cent by Ottawa and 25 
per cent by the province. The annual 
profit or loss on any project is to be 
shared in the same way. All projects 
must be initiated by the province. Con- 
trary to past practice, Ottawa will not 
deal directly with municipalities. 

` The present veterans’ rental housing 

program is to be absorbed into the 
federal government's new arrangement 
with the provinces. In addition, the 
government recognizes that the munic- 
ipalities in which veterans' projects are 
located are entitled to larger payments 
in lieu of taxes. Previously the amounts 
paid have been much less than the city 
or town would have received as the 
result of normal assessment. 


Starting Salaries Upped 


The 1949 crop of engineering and 
science graduates recelved an average 
starting salary of $2550 per year, accord- 
ing to an announcement by Hon. Hum- 
phrey Mitchell, Minister of Labor. А 
continued upward trend is revealed by 
comparing this sum with $2440 for 
graduates of 1948, 82350 for graduates of 
1947 and $2150 for graduates of 1946. 
The figures were compiled from a study 
of 1000 individual cases. 


Second Mortgages Popular 


The Ontario Government has set aside 
another $5 million to meet requests 
for second mortgage loans. This an- 
nouncement was made by Hon. William 
Griersinger, Minister of Planning and 
Development. 

From the original fund of $10 million, 
established over a year ago, loans total- 
ing $9 million have been approved. The 

(Continued on. page 178) 
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Life expectancy dictates 


Architects: CRAM & FERGUSON, Boston, Mass. 
Builders: TURNER CONSTRUCTION CO., Boston, Mass. 


Contractors [ог Henting, Ventilating, and Air Conditioning 
BUERKEL & CO., INC., Boston, Mass. 


FROM TELEVISION MAST to sidewalk snow-melting system, 
he new John Hancock Mutual Life Insurance Company 
Building has been skillfully planned for operating effi- 
ciency and economy, now, and in the years to come. 

All equipment was chosen with an eye to the future— 
future maintenance and operating costs. It was on this 
basis that Jenkins Valves were selected. 

Leading architects, engineers, and contractors have 
specified Jenkins Valves for the nation's most efficiently 
planned and operated buildings and plants for over 85 
years. First, because they know that Jenkins builds extra 
endurance into valves—proved by long life and low up- 
keep cost records in every type of service. Second, be- 
` cause they know the value of the unequalled experience 

Jenkins Engineers can apply to any question of selection, 
installation, or maintenance. 

Take the long view on valve economy . . . for new in- 
stallations, for replacements, rely on Jenkins Valves for 
lowest costs in the long run. Sold through leading Indus- 


trial Distributors everywhere. | 
Jenkins Bros., 80 White St., New York 13; 
Bridgeport, Conn.; Atlanta; Boston; Philadelphia; Chicago; 
San Francisco. Jenkins Bros., Ltd., Montreal. 


2500 Jenkins Valves 


Some of the more on acne Building. 


installed in the John 
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Panda Photo 


West Hill Public School, Scarborough, Ont. By Murray Brown & Elton, Architects 


—A Very Important “Assist” 
in Satisfactory Dumb Waiter Service 


Dumb Waiter Doors are as important for efficient operation as is the selection of 
satisfactory dumb waiter units. Sedgwick Dumb Waiter Doors are of durable steel 
construction, have stainless steel sills and can be used with electric or hand power 
dumb waiters—or for protecting the landing openings of conveyors, laundry and 
package chutes and other types of floor-to-floor transportation equipment. 

Available with approved Underwriters’ Label where required, Sedgwick Dumb 
Waiter Doors are finished in appearance, easy of operation, sturdy and come 
in four general types, including bi-parting, slide-up, slide-down and hinged. 
Doors and frames are completely factory-assembled units, convenient for setting 
in place as hoistway walls are built. 

Specify Sedgwick Dumb Waiter Doors for best performance and ultimate 
economy, They are backed by Sedgwick's 55-year-old experience in planning, 
engineering, manufacturing апа 
installing of dumb waiters and ele- 
vators for all purposes. — 


Sedgwick Dumb Waiters are available for 
prompt delivery in a variety of standard 
sizes and types. The Electric Roto-Waiter 
and the Electric Traction Dumb Waiter, 
with capacities up to 500 Ibs., are leaders 
in the power-controlled field. Hand oper- 
ated units of unusual merit and ease of 
operation are designed for many uses 
where less expensive equipment is desired, 
or when frequency of use is less. 


Write for Illustrated Booklet 
and Complete Information 


Se inf MACHINE WORKS 


we 142 West.15th Street, New York 11, М. Y. 


“ELEVATORS + DUMB WAITERS RESIDENCE ELEVATORS * STAIR-TRAVELORS 


ROTO-WAITERS* SIDEWALK ELEVATORS FREIGHT-ELEVATORS ~ DUMB-WAITER DOORS 
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maximum loan offered on any house is 
$1250 (or one half the down payment) re- 
payable in monthly amounts over a 
20-year period with interest at 314 per 
cent. On August 1, the province reduced 
its cost limitation on houses eligible for 
second mortgage financing from $15,000 
to $12,000. 


1949 Holds Lead Over 1948 


According to Maclean Building Re- 
ports, construction is up on the year, 
down on the month. Contracts for the 
first eight months totalled $708 million 
or $44 million more than the same pe- 
riod in 1948. Awards for August, how- 
ever, were $1 million less than a year 
ago. 

Housing accounted for more than two- 
thirds of the August total, the loss on 
the month being recorded in other classi- 
fications, Comparative figures, in million 
dollars, are: 


1949 1948 
Residential 55.9 44.4 
Business 24.6 29.8 
Industrial 2.7 5.6 
Engineering 7.3 11.6 


More Bedrooms Called For 


'The two-bedroom bungalow may be 
all right as a mortgage risk, but it is far 
from being satisfactory as a home. That, 
at least, is the opinion of Toronto’s 
Neighborhood Workers’ Association. In 
its annual report the Association refers 
to this type of dwelling as being little 
more than a form of birth control. 
“There is implied a definite limitation 
of the family to two children. Two- 
children families mean a community 
that is slowly dying.” 

The report goes on to urge intelligent 
subdivision planning. "We should not 
be producing now the potential slums of 
25 years from now. Control should be 
exercised so that the hopelessly ugly 
and monotonous rows of houses which a 
contractor's bad dream sometimes brings 
into existence shall not be permitted.”’ 


Streamlining Now A Cliché? 


Gordon S. Adamson, well-known 
Toronto architect, includes product de- 
sign among his varied interests. Speak- 
ing on the subject at a recent service 
club luncheon he stated that today's 
designer is often under pressure ''to 
design and redesign with an eye to 
quick sales." He becomes a streamliner 
or stylist. Streamlining may be justified 
to cut down wind resistance of auto- 
mobiles and aeroplanes, but not in such 
things as kitchen utensils, he said. 

| (Continued on page 180) 
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E CERE tia a Baa КЕН 


Six kinds of weather at the same time 
—from the same unit! 


On installations where sun, wind or other factors 
combine to create a variety of different air conditioning 
demands in a building simultaneously, zoning is usually 
desirable. 

Large work can frequently be handled to best advan- 
tage with a separate Climate Changer for each zone. 
For applications of medium or comparatively small size, 
however, Trane Multizone Climate Changers have impor- 
tant advantages. 

With this new unit any number of zones, two through 
six, are under individual zone temperature control. A 
25-degree variation between warm and cool is secured 
when needed. 

The unit has thermostatically controlled dampers 
which determine the amount of warm air or cool air to 
be delivered from each outlet. Any mixture may be used, 


and reheating is accomplished automatically. 

In this way, one Multizone Climate Changer—with 
one heating coil one cooling coil, and one motor— 
produces results which might otherwise require as many 
as six individual air conditioning units. 

Ask the Trane sales office in your area to show you 
how Climate Changers are being used to meet heating, 
ventilating and air conditioning needs, for comfort or 
process work, domestic, commercial, industrial. There 
is a size, style, and type that will meet your needs. 


THE TRANE COMPANY...LA CROSSE, WIS. 


Manufacturing Engineers of Heating, Ventilating and Air Conditioning 
Equipment—Unit Heaters, Convector-radiators, Heating and Cooling 
Coils, Fans, Compressors, Air Conditioners, Unit Ventilators, Special 
Heat Exchange Equipment, Steam and Hot Water Heating Specialties 
... IN CANADA, TRANE COMPANY OF CANADA, LTD., TORONTO. 


An endless variety of sizes and styles of Climate Changers, vertical (1) and horizontal (2); along with Evaporative 
Condensers (3); Compressor Units (4); and Turbo-vacuum Compressors (5); are typical of the broad Trane line. 
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Mr. Adamson pointed out that forced 
obsolescence — the changing of a prod- 
uct’s appearance every year — was 
characteristic of North America, where 
there were ample raw materials. In 
Europe the supply was not so great, and 
things had to be made to last. 


Toronto Master Plan Ready 


Toronto’s growth has been’ charted 
for the next 30 years. The City Planning 


Board, a committee of six private citi- 
zens, with the technical assistance of the 
Department of Planning and Surveying, 
has prepared a master plan that should 
solve many urban problems resulting 
from previous lack of control. 
Implementation of the plan is esti- 
mated to cost $180 million at current 
prices. About one-third of this sum is to 
be devoted to improving transportation 
facilities. Old streets are to be widened, 


Q Obtain smart, modern styling with 
Reynolds Lifetime Aluminum Archi- 
tectural Shapes. Make your selection 
from the more than 65 standard 
shapes, created to meet your design 
requirements. 


' They're easy to obtain, too! Most 
of these bright, light, enduring alumi- 
num shapes ate warehoused from coast 
to coast for fast delivery. Whether it 
is a standard item —such as doors, 
jambs, thresholds, copings, windows, 
window sills or decorative trim — or 
special aluminum shapes designed to 


$t 


WAREHOUSED IN YOUR AREA FOR PROMPT DELIVERY 


REYNOLDS 


Lfetime ALUMINUM 


SHAPES | 


add modern styling to 
ARCHITECTURAL PLANS. 


your specifications, Reynolds is pre- 
pared to quote on your requirements. 


For complete data call your nearest 
Reynolds Office, listed under “Alumi- 
num" in your classified directory, or 
‘write direct to the address below. 


SEND FOR COMPLETE DETAILS 


Engineering drawings of all standard 
shapes in one compact folder, Can be 
used for direct tracing. 
Write to Reynolds 
Metals Company... 
Aluminum Division, 
2572 South Third Street, 
Louisville 1, Kentucky, 


REYNOLDS 
ferme ALUMINUM 


D < fnsidor Aluminum — Consult Reynolds —The Complete ‘Muminum Service | 
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straightened and extended, and new 
ones are to be built. Among the most 
important is a cross-town artery parel- 
leling the shores of Lake Ontario. An- 
other thoroughfare will slash diagonally 
across the city to connect with a new 
north-bound highway. 

Reconstruction of certain blighted 
areas is to be undertaken. These areas 
consist of residential properties where 
the assessed value of the building is less 
than twice the value of the land. Since 
Toronto is nearly entirely built-up, the 
cleared sites are likely to be used for 
large-scale housing projects. In addition, 
many new civic buildings are to be 
erected and there will be considerable 
expansion of the public utilities system. 
Actually the amount of money to be 
spent on improving water and sewerage 
facilities is almost as much as on trans- 
portation. 

Next on the list of proposals are those 
relating to parks and open spaces, espe- 
cially recreation grounds. Toronto's is- 
lands, hitherto inaccessible except by 
ferryboat, are to become a play area for 
the entire city. А tunnel will be built 
for the benefit of motorists and existing 
summer cottage and commercial de- 
velopments will be replaced by new, 
centralized apartment buildings and 
hotels. | 

Toronto’s plan is the seventh in the 
last 40 years to be presented to the 
people of the city. Earlier plans failed to 
win acceptance, sometimes because of 
the opposition of affected interests, on 
other occasions on account of their cost. 
Mayor. Hiram E. MacCallum states 
that the new plan should not constitute 
too heavy a financial burden for the 
taxpayers. He points out that if it is 
not adopted they will pay in other 
ways. For instance, delays in moving 
commodities within the city will in- 
crease prices unless necessary street im- 
provements are made. 


Builders Demand Licensing 


The campaign for provincial licensing 


. and supervision of builders has been. 


renewed by the National House Builders' 
Association through its Toronto branch. 
Excuse is the recent default of the Ker- 
shaw Construction Company — To- 
ronto's biggest postwar building “bust” 
—- which threatens 48 investors with the 
loss of down payments ranging from 
$1500 to $3000. 

At an official inquiry, Campbell 
Holmes, president of the Metropolitan 
Home Builders’ Association, declared, 
“In times like these, every Tom, Dick 

(Continued on page 182) 
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can solve апу PL 


DOUBLE DRAINAGE 


NORMAL TRIPLE DRAINAGE 


DRAINAGE 


Josam Non-Clog Triple Drainage Drains 


One of the many Josam exclusive developments. 
Designed to prevent drain lines from becoming 
clogged with debris by providing continuous 
drainage of debris-laden water. If sediment 
container becomes filled, drainage continues 
through holes in auxiliary rim, signalling need 
for cleaning. The grate cannot be set in place 
unless bucket is in position—a guarantee that 
bucket will not be omitted or thrown away. 


‚ BACKWATER 

SEWER VALVES. 
To prevent sewer 
contents from 


ROOF DRAINS. 


To provide con- 


tinuous drainage 
in spite of accum- 


MODERATOR 
MIXING VALVES. 
To prevent acci- 
dental scalding in 


... has the widest range of types and sizes of 
plumbing drainage products in the world! 


„esis specified by more architects and has its 
products installed in more buildings than 
all other makes combined. 


There's a reason why these two facts solve 
any plumbing drainage problem. It means 
that Josam Products have been proved 
easier-to-install, better-in-performance, 
longer-lasting, and therefore can be depend- 
ed upon without reservation to serve for the 
life of the building. 


For example, the Josam Non-Clog Triple- 
Drainage Drain is one of many hundreds 
developed by Josam—the Standard of the 
Industry. When the problem is drainage, 
don't take chances—specify Josam—and put 
proven experience to work for you! Use 
convenient coupon below for quick action. 


SWIMMING POOL 
FITTINGS. Inlets, 
outlets, gutters, 
overflows, 


INTERCEPTORS 
For grease, oil, 
hair, plaster and 
sediment, 


SHOCK ABSORBERS. 
To eliminate water 
hammer in pipe lines. 


backing up into vlated debris on showers. 
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Representatives In All Principal Cities ү 8 ЕЕ tet ү 
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» San Francisco, California 


JOSAM CANADA LIMITED, Canadian Distributors 
Toronto, Ontarío 


“STANDARD 
~ Or THE WORLD 
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Proposed public school, Tillsonburg, Ont. Designed by John B. Parkin Associates 


mother 


„Practical way 


to иле 


Cincinnati Arena protected with 
Kinnear ALUMINUM Rolling Doors 


You have a doubly effective answer to 
many special types of closure problems 
—in addition to all regular service-door 
needs—in the coiling upward action of 
Kinnear Rolling Doors, The clean-cut 
beauty of Kinnear's all-metal, interlock- 
ing-slat curtains harmonizes with almost 
any architectural style, There's high 
efficiency in their smooth, vertical action. 
They clear the entire opening in one 
direct, time-savind motion. You don't 
have to provide any "reserve space"—in 
floor, wall, or ceiling clearances—for 
opening and. closing action. 

In addition, the all-metal construction 
of Kinnear Rolling Doors provides extra 
protection against intrusion, vandalism, 
storm damage, and fire, These combined 
advantages have made Kinnear Rolling 
Doors the logical choice for a wide range 
of special opening needs, such as the 
concession-booth installation above. Large 
removable partitions may be formed by 
two or more Kinnear Rolling Doors sepa- 
rated by center mullions that swing up- 
ward, out of the way. We'll be glad to 
supply full information on Kinnear solu- 
tions to any such problems you may 
encounter. 

Built of aluminum, steel, or other metals, 
in several slat styles, they are available 
in any size, for old or new construction. 


Ways in Doorways 
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Concession booths at the new 


KINNEAR @ 


ET PES DO 


The KINNEAR Manufacturing Co. 
1860-80 Fields Ave., Columbus 16, Ohio 


1742 Yosemite Ave., San Francisco 24, Calif. 
Offices and Agents in Principal Cities 


and Harry jumps into the building 


business, whether he has financial back- ` 


ing or experience or not. Ín every case 
wheré there has been a failure in the 
Toronto area, it was due to lack of 
experience in the business.” 

President Holmes and the Association 
favor adoption of a system similar to 
the one in force in Michigan. The state 
has a licensing act, a commission to 
administer it, requires registration of all 
residential contractors, technical exam- 
inations, evidence of competence and 
fair dealing, and provides penalties, in- 
cluding suspension. It is reported that 
three-quarters of the complaints re- 
ceived are satisfactorily adjusted out of 
court. 


Prefab Houses Spotlighted 


House-hungry visitors to the 1949 
edition of the Canadian National Ex- 
hibition, Toronto, had their appetites 
whetted by the manufacturers of fac- 
tory-built shelter. 

The display took the form of a model 
village. Among the standouts was the 
Halliday Company's "Scot," a six-room, 
two-story Colonial job measuring 26 by 
24 ft. Offered at $2500, its completed 
price — exclusive of finished attic — 
was estimated at $5500. 

The big selling point of this house is 
its adaptability. The attic, which con- 
tains two of the six rooms, can be 
finished for an extra $500. A garage and 
breezeway can be added on one side for 
another $700. A two-bedroom wing for 
the other side is priced at $2000. 


House Production Spurts 


The number of dwelling units com- 
pleted in the first six months of this year 
was 30 per cent higher than for the 
same period in 1948. Starts were only 
slightly ahead. Here are the figures to 
the end of June, as supplied by the 
Dominion Bureau of Statistics: 


1949 1948 
Completions 39,726 30,528 
Starts 40,199 39,768 


The length of time required to build 
a house completed in June averaged 7.4 
months. Though greater than last year 
at this time, the figure represents the 
seasonal construction speed-up. 


Architects Stick Necks Out 


A delegation from the Royal Archi- 
tectural Institute of Canada, consisting 
of president A. J. Hazelgrove, Forsey 
Page, E. R. Arthur and J. Roxburgh 
Smith, has presented a brief to the 

(Continued оп. page 184) 
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Architectural Lighting 


The Name in Lights 


Announcing Century's 
New Architectural Lighting Catalogue 


Century's new Catalogue (part 2) offers the 
results of wide and comprehensive study in Architectural 
lighting developments and techniques. 

Completing Century’s 20th year of experience 
in the design and precision engineering of ` 
scientific lighting for stores, showrooms, museums, 
churches, universities, auditoriums, window displays, hotels, 
night clubs, terminals, places of entertainment 
and all architectural purposes. 

Detailed information on dimensional and 
performance data, together with accurate specifications 
and descriptions of all equipment available on 
request in addition to Catalogue. Write to: 


‘Century Lighting Inc., 419 West 55th Street, New York 19, М. Y. 
626 North Robertson Blvd., Los Angeles 46, Calif. 
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Royal Commission on Arts & Science 
Development now investigating the state 
of Canadian culture. 

While the brief made certain pertinent 
recommendations — notably that the 
government assist in recording and pre- 
serving examples of early Canadian 
architecture — it wandered far afield on 
the subject of radio. This, “the greatest 
and most universal instrument of educa- 
tion," has become in the architects’ 


opinion, a medium whose “entertain- 
ment value caters to less than average 
intelligence, and, with few exceptions, 
is merely sales propaganda tagged on 
to nonsense or pseudo-romantic drivel.” 

The R.A.I.C.'s remedy would be to 
eliminate programs ‘‘which impose 
standards based on appeal to the non- 
intelligent." This could be accomplished 
by putting cultural leaders of the coun- 
try in firm control of radio, “rather 


Double counter...Van-built... 
where nearly a million meals 
and. snacks are served annually 
‘to McCall's employees 


McCall’s 


Silent conveyor 
^ delivery end 
«+e McCall's dish- 


washing section 


Lp 


Lockwood-Greene Engineers, Inc. 


Appreciates VAN Equipment 


@ Van is happy to have had a major part in equipping 


the very modern employees’ cafeteria of McCall Cor- 


poration at Dayton. Large or small, every such installation 


adds luster to Van reputation. 


Ф If you are planning food service equipment improve- 


ments, make use of Van's century of experience. Ask for 


Van's Centennial Book of Installations. 


She John Van Range © 


EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 
DIVISION OF THE EDWARDS MANUFACTURING CO, 
Branches in Principal Cities 


429 CULVERT STREET 


CINCINNATI 2, OHIO 
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than determination of program policy 
by contributory advertisers.” 

The newspapers leapt on this castiga- 
tion of their rival for advertising ap- 
propriations. It’s doubtful if any state- 
ment of the Institute im its entire 40 
years of life has been so well publicized. 


Warm Air Research Started 


The Canadian Chapter of the National 
Warm Air Heating and Air Condition- 
ing Association announces that arrange- 
ments have been completed with Queen’s 
University, Kingston, Ont., to perform 
physical testing on warm air furnaces 
of Canadian manufacture. 

Up til now, official furnace capacity 
ratings in Btu have been issued for 
consumer protection by the Canadian 
Chapter based on equations developed 
by the parent association at University 
of Illinois. 

"Newly made arrangements with 
Queen's will enable Canadian warm air 
furnace manufacturers to obtain au- 
thentic and independent data from tests 
made right in their own backyard," 
states C. B. Taylor of the Canadian 
Chapter. 


Honor Montreal Architect 


Àn architect who designed numerous 
churches throughout the province of 
Quebec during the 19th century has 
been commemorated by the City of Mon- 
treal Executive Committee. The name of 
Victor Bourgeau is to be given to a short, 
street and park in Prefontaine ward, 


Planning Policies Conflict 


In a brief submitted to the Royal 
Commission on Arts & Science Develop- 
ment, the Community Planning As- 
sociation of Canada discloses planning 
policy clashes within the federal gov- 
ernment and between it and provincial 
and municipal governments. ' 

The Association calls for clearing- 
house powers to be assigned to the 
public projects branch of the Recap- 
struction Department. The branch, 
which now deals only with employment, 
aspects of the building industry, would 
be empowered to coordinate all federal 
planning policies with those of pro- 
vincial and municipal administrations. 

Such an arrangement would eliminate 
clashes like the one in which Central 
Mortgage & Housing Corporation put, 
up a veterans’ housing project ig Van- 
couver directly across the proposed west-. 
ern terminus of the Trans-Canada High-. 
way, leaving the federal government, 
with the choice of either. tearing. down, 
the houses or re-routing the highway. 
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Reg. U.S. Pat.Off. 


MEDUSA 
WATERPROOFED GRAY 
PORTLAND CEMENT 


The cement that has saved 


MILLIONS OF DOLLARS 


of construction from water damage 


@ In the year 1907 Dr. S. B. Newberry, pioneer 
cement scientist, developed and patented a remark- 
able compound that led to the birth of Medusa 
Waterproofed Gray Portland Cement. Since that 
memorial year in the cement industry, buildings, 
homes, and other types of construction using this 
cement have withstood hurricane and torrential- 
like rains, saving America millions of dollars of 
construction . .. while other concrete construction 
succumbed to the destructive force of water. 


Even today structures are built without ample 
protection against water damage. Specifying 
Medusa Waterproofed Gray Portland Cement for 
concrete and mortar insures your client that water 
will not deteriorate his concrete and mortar. For 
the capillaries in the concrete become lined with 
а water-repelling material ... preventing capillary 
action from drawing water into the mass, Builders 
approve of Medusa Waterproofed Gray ... mixed 
like any cement, it requires no extra labor. 


Specify Medusa Waterproofed Gray* for every inch 
of concrete or mortar that needs protection ... for 
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floors and walls that stay dry year after year... 
for concrete, brick, and stucco homes with damp- 
free interior walls . . . for stucco free of disfiguring 
cracks and stains. The additional cost is trifling, 
but a fraction of the cost of repairing water damage! 
To answer your questions about water problems, 
Medusa has prepared two handy references, Mail 
coupon for complimentary copies. 


*When not available, use Medusa Waterproofing Powder or Paste 


FIFTY-SEVEN YEARS OF CONCRETE PROGRESS 
MAIL THIS COUPON NOW! 
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MEDUSA 


PORTLAND CEMENT CO. 


1015-5 Midland Building * Cleveland 15, Ohio 


Gentlemen: Please send me copies of the free 
booklets "How to Waterproof Concrete, 
Stucco, and Masonry" and "A Discussion on 
Integral Waterproofing.” 
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Module Lighting 

Mitchell Module Lighting System. 
Booklet on four new lighting units 
which combine in any desired pattern 
to form what is described as the equiv- 
alent of a custom-designed lighting 
system. Using a 1614 in. module and 


plastic sides and louvers, the units may 
combine fluorescent lamps, slimline, cir- 
cline, and spot or floodlight incandescent 
lamps. Typical layouts and specifica- 
tions are included. 20 pp., illus. Mitchell 
Mfg. Co., 2525 Clybourne Ave., Chi- 
cago 14, Ш. 


The Most Sanitary Washing Facilities 


,. Provide Extra Economies, Too 


Group Washing 


Bradleys have become the 
standard washing fixtures 
during the last 30 years. At 
the 54-inch Washfountain, 
8 to 10 can wash, each pro- 
vided with clean spray of 
running water. Foot-control 
and self-flushing bowl add to 
convenience and sanitation. 


Correct Bowl Height 


Face, hands, arms—even complete . 


body to waist, can be washed as bowl 
is placed at 28" above ground. For 
juveniles as in schools or institutions, 
bowl is placed on shorter pedestal. 


Savings 


LH 


%. Only a bit more water is required for a 


Standard 
Height 28” 


For Juveniles 
Height 24” 


group at a Bradley than for conventional "single-person" basin. 
Only 3 Piping Connections to install for a group Washfountain as com- 
pared to 24 to 30 if same number (8 to 10) are served by "single- 


person" basins. 


Less Janitor Time—no faucets—less piping maintenance. 


Less Space Required. 


A Choice of Types and Models 


Bradleys are available in pre-cast stone, enameled iron and 
stainless steel—in full-circle 54" and 36" diameters and in 
semi-circular shape for mounting at wall. 


And Duos— 
for your smaller 
washrooms 


Foot-control, no fau- 
cets to touch or re- 


pair, no water waste 
— Ще maximum in 
Sanitation, 


24M. 
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Fuli-Circle 
54" and 36" Diam. 


BRADLEY, 


Sold Through Plumbing Wholesalers 


Semi-Circular (Wall) 
54” and 36” Diam. 


When considering new, enlarged or remodeled washrooms—we can give 
you practical helpful suggestions. BRADLEY WASHFOUNTAIN CO., 
2227 W. Michigan Street, Milwaukee 1, Wisconsin, 


Writefor 
Catalog 
4701 


Hardwood Floors 


(1) Modern Hardwood Floors of Bruce 
Blocks; (2) Yours for a Lifetime. Bro- 
chures picturing in color nine house 
interiors using Bruce hardwood floors. 
Style, endurance, upkeep, installation 
and finishes are discussed. Data is given 
on the species, grades, and sizes avail- 
able in Bruce block, plank or strip 
flooring. 6 pp. each, illus. E. L. Bruce 
Co., Memphis, Tenn.* 


Flush. Doors 

Mengel Flush Doors. Describes Mengel 
hollow-core and stabilized solid-core 
flush. doors with veneered door faces 
avalable in a variety of hardwoods. 


' Design and construction features are 


presented with drawings. Specifications, 
notes on usage, and size and weight 
tables are included. 8 pp., illus. The 
Mengel Co., Louisville 1, Ky.* 


Cooling Fans 


How to Cool For Comfort With Hunter 
Fans. Manual gives comprehensive cov- 
erage of the various types of fans for 
cooling and ventilating. 

Information is included on design 
principles, location, installation, and 
size and type of equipment. The manual 
covers: attic and basement fans in 
residences; commercial ventilation and 
cooling; industrial ventilation and spot 
cooling. 

The text is supplemented by many 
tables, details and diagrams. А. technical 
section gives dimensions and perform- 
ance data. 32 pp., illus. Hunter Кап and 
Ventilating Co., Inc., P.O. Drawer 2858, 
Memphis 2, Tenn.* 


Classroom Planning 


The Co-ordinated Classroom. Mono- 
graph prepared by Dr. Darell Boyd 
Harmon on classroom planning. Seating, 
posture, lighting, decoration, equipment, 
and visual problems are covered, with 
illustrations and charts showing varied 
effects of these on pupils. Data was 
chiefly drawn from studies made in the 
Texas State Dept. of Health. 48 pp., 
illus. American Seating Co. 9th & 
Broadway, Grand Rapids 2, Mich.* 


Glare Reducing Glass 

Blue Ridge Aklo Glass. Folder de- 
scribes properties and advantages of 
Aklo Glass used for “filtered daylight" 
in industrial buildings. The glass is a 
soft blue-green and comes in frosted, 
clear and hammered styles, wired or 


* Other product information in Sweet's File, 1949 ў 
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plastering 
by the acre... 


Approximately 35 acres of Fire- 
proofing Plaster applied by 


MUIR 
BROTHERS COMPANY 


7 Spring Street 
Boston 19, Mass. 
Est. 1893 


lime for masonry on this 
structure manufactured by 


NEW ENGLAND LIME CO. 
Adams | 
Massachusetts - 


JOHN HANCOCK MUTUAL LIFE 
INSURANCE COMPANY BUILDING 


Boston, Mass. 
Cram and Ferguson, Architects 
Turner Construction Company, Builders 


NOVEMBER 1949 


Approximately 4000 tons of Caspro Vermiculite Plaster 
were used on the John Hancock Building saving a dead 
load of 8000 tons. 


80,000 bags of Vermiculite fill were used on the floors, 
saving in dead weight of 27,000,000 lbs. over ordinary 
concrete. 


Stucoustic Acoustical Plaster was used in corridors, 
lobbies and auditorium — 36,000 sq. ft. used. 


California Stucco Products of N.E., Inc. 
169 Waverly Street, Cambridge 39, Massachusetts 
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unwired. Pictures and diagrams illus- 
trate typical installations and heat ex- 
clusion properties. 8 pp., illus. Libby- 
Owens-Ford Glass Co., Nicholas Bldg., 
Toledo 3, Ohio.* 


Lighting Units 

(1) New Designs in Accentlights, (2) 
General Lighting Company Catalog 649. 
Standard forms and uses of Accentlights, 
various recessed units, and ceiling louvers 


(Continued from page 186) 


are presented in these catalogs. À variety 
of mountings and color finishes are 
described. Photographs, details and 
lamp data are included. 8 pp., each, illus. 
General Lighting Co., Inc., 1527 Char- 
lotte St., New York 60, М. Y.* | 


Ceramic Tile 


(1) The Petroff-Clarkson Study, , (2) 
Mosaic Tile in the Pelroff-Clarkson Study, 
(3) Radiant, Healing in the Petroff- Clark- 


BEAUTIFUL 


COMFORTABLE 
SOUND-DEADENING 
EASY TO MAINTAIN 


ONG. WEARING, OUTLASTING EVEN MARBLE! 


А request on your:busing 


erhead will bring illustrated literature and a box. of UN. 4" 


samples, standard Vs" gauge. all 22 stock боот. 


Address 


| “Name 


City. 


State 


AMERICAN TILE & RUBBER COMPANY • TRENTON 2 


Also see SWEET'S FILE, Architectural, Code No. 13e 


Specializing in the Manufacture of Rubber Flooring Exclusively for Over 30 Years 
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son Study. Folders present uses for 
ceramic tile in a living-dining room 
study by architects Petroff and Clark- 
son. Plans and drawings of the room are 
combined with a desctiption of the 
radiant, heating system and details of 
tiling ‘on’ floors, walls, . fireplace and 
benches. 4 pp., each, illus. The Mora 
Tile Go., Zanesville, Ohio.* 


Air Conditioners 


С. E. Packaged Air Conditioners (Bul- 
lelins PM 79-0101; PM 79-0201,,PM 
79-0301, PM 79-0401). Series of bulle- 
tins describes and pictures air condition- 
ing units and gives specifications, ratings 
and dimensions. The first presents a 
2 hp. unit for smaller applications in- 
cluding houses, offices and small stores. 
Bulletin PM 79-0201 describes a 3-hp. 
unit designed for stores, restaurants, 
hotels, offices and laboratories. À 5-hp. 
unit for similar applications is featured 
in the third bulletin. The last covers two 
conditioners with 714 hp. and 10 hp. for 
large capacity jobs. 4 pp., 4 pP., 4 pp. 
8 рр. illus. General Electric, Air Con- 
ditioning Dept., Bloomfield, N. J.* 


Laminated Arches 


Rilco Glue Laminaled Wood Arches and 
Trusses. Describes uses and advantages 
of several types of laminated fir struc- 
tural members. These include clear span 
arches, church arches, utility arches, 
bowstring trusses, tied arches, flat beams 
and columns. Specifications, dimension 
tables, details and photographs of the 
various types are given. 12 pp., illus. 
Rilco Laminated Products, Inc., First 
National Bank Building, St. Paul 1, 
Minn. 


Radiant Heating 


Radiant Healing — simplified Design 
and Installation. Brochure presents a 
simple method of designing low-tem- 
perature radiant panel heating systems 
using copper tubing and suggestions for 
their installation. Plates show typical 
ceiling, wall and floor panel plans. A 
step-by-step design procedure is given, 
along with notes on fabricating, in- 
stalling and testing the system. Illustra- 
tions of various types of installations 
and a number of data tables are pro- 
vided. 20 pp., illus. Copper & Brass 
Research Assoc., 420 Lexington Ave., 
New York 17, N. Y. 


Water Conditioning 


Elgin Water Condilioning (Bulletin 
610). Discusses benefits of water con- 
ditioning equipment, including water 

(Continued on page 208) 
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WHAT'S 


N oT MUCH that meets the eye. You'll have to look 
close to see the ferrous metal combination storm and 
screen windows'and doors. You'l have to read on to 
learn what's new about them. . 


Spring ... push up the storm window, pull down 
the screen. Nothing to change or store. Summer... 
pull down the inner window for draft-free ventilation. 
Go away knowing it can't rain in. Fall... push up 
the screen. Still nothing to store. Winter...pulldown 
the storm window for snug-as-a-bug warmth. Алу time 
. . . inserts come out from inside for easy cleaning. 


New also is the fact that these combination win- 
dows and doors are now made of Armco Ingot Iron 
21мсскір. This special metal offers home owners every- 
where a product with excellent resistance to corrosive 
atmospheres—one that will not warp or shrink, rot or 
abrade—and that can easily be painted any color. 


ARMCO STEEL CORPORATION 


NOVEMBER 1949 


NEW HERE? 


For more than 40 years galvanized .Armco Ingot 
Iron has been specified by architects because of its 
exceptional: redord :of service. Now the special ZiNc- 
GRIP coating offers additional insurance of long life. 
It does not peel or flake when the base metalis severely 
formed into products and it has greater’ resistance 
to atmospheric corrosion than equal-weight. coatings 
on regular galvanized sheet metal. 


Armco Ingot Iron Zincerip is also recommended 
for gutters, downspouts, standing seam roofing, ven- 
tilators, metal awnings, and other building uses. Spec- 
ify it. for any application that requires the protection 
of an unbroken zinc coating. See your SWEET'S 
CATALOG for additional information—or write to: 
Armco Steel Corporation, 4089 Curtis Street, Middle- 
town, Ohio. Export: The Armco International 


CU 


V, 
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SOUND DISTRIBUTION 


For schools, colleges and other insti- 
tutions, a new two-channel console 
(SS-271A) embodies in a single unit 
provision for communication, radio dis- 
tribution, phonograph distribution, voice 
reinforcement, announcements and time 
signals. 

The Telelalk has one channel for 
AM-FM radio reception and phono- 


(Continued from page 153) 


graph recording and another for general 
announcements and voice reinforcement 
plus the use of a separate phonograph 
reproducer if desired. 

As many as 60 room selector switches 
may be used, and calls may be made to 
individual rooms without interfering 
with program distribution to other 
rooms. Arrangements may also be made 
for call-in from individual rooms to the 
central control console. 


In New Home Office of 
Jobn Hancock Mutual Life Insurance 


Company of Boston 


Serving 8,500,000 policyholders, this multi- 
million-dollar office building provides air con- 
ditioned, sound-proofed, ideal working areas for 


more than 5,000 workers. 


FERROMETAL | 


FLUSH STEEL DOORS 


Match the architectural beauty of modern washrooms 


Reflecting new developments in washroom 
design, beauty, quality and utility, Wash- 
rooms throughout the new John Hancock 
building use the modern Ceiling Hung par- 
titions with F'ERROMETAL Flush-Type Doors. 
Note the attractive, smoothly-flush front 


surface, the lustrous hand-rubbed finish and 
absence of visible hardware, as well as the 
free floor area, for easy sanitation. 


For beauty and top quality in washrooms, 
recommend, specify FERROMETAL Doors and 
Partitions for all applications, 


FERROMETAL Division 
MILWAUKEE STAMPING CO. 


841-P South 72nd Street 


Milwaukee 14, Wisconsin 


OUR 56TH YEAR OF QUALITY PRODUCTION 
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An "allcall" switch permits an- 
nouncement to all rooms simultaneously. 
Webster Electric Co., Racine, Wis. 


STEEL BRIDGING 


Tru-Tye steel bridging for reinforcing 
wood joists of any standard depth in- 
stalled on 16-in. centers comes in one 
stock size ready to use without cutting 
or fitting. 

Rust-proofed and ribbed for extra 
strength, the steel pieces are installed 
in three simple steps, with only two nails 
required for each bridge. 


reinforces wood 


Steel 


bridging joists 

Before the flooring is laid, the bridging 
is placed in line over the top of one joist 
and the prongs are driven into the joist 
with one hammer blow. Flooring can be 
laid before further work is done. 

One nail is then driven through the 
bridging into each of the two adjacent 
joists, holding the bridging secure. The 
ends of the bridging then are bent 
around the base of the joists and prongs 
are driven into place. 

Strength of the bridging in tension is 
reported to be 2000 Ib. Dravo Corp., 
National Dept., 1203 Dravo Bldg., 
Pittsburgh 22, Pa. 


GLASS LOUVRE WINDOWS 


VentiLite glass louvre windows are 
designed to be left partly open when it 
is raining to retain ventilation. 

Solid extruded aluminum frames are 
of highly tempered alloy, and 4-р. 
plate and heat absorbing glass is used 
for the 3 in. louvres. 

АН louvres move inside the frame as- 
sembly for added compactness and rig- 
idity, and the turn control operating a 
worm gear locks automatically in any 


position to provide the: desired amount 


of ventilation. 

Joints are welded by a process de- 
signed to prevent rust or corrosion. All 
working parts are made of polished 
stainless steel. 

Windows are made in both standard 
and special sizes for all types of con- 
struction. Midwest Louvre Lite Co., 
2040 West Washington Blvd., Chicago, 


Ш. 
(Continued on. page 192) 
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STUYVESANT TOWN 
(foreground) 


and PETER COOPER 
VILLAGE 


IRWIN CLAVAN - Architect 


STARRETT BROS. & EKEN, 
INC., Builders 


In Stuyvesant Town Apart- 
ments (as well as in Peter 
Cooper Village and River- 
ton, its sister projects) 
Fabron was used for all lob- 
by wall decoration. Аз in 
every income producing, in- 
vestment type of building, 
maintenance expense here 
is an important budgetary 
factor. Through Fabron, the 
management will realize im- 
portant savings in upkeep 
for many years to come. 


THOMAS AIRVIEWS 


Metropolitan Life's Stuyvesant Town selected 
FABRON Wall Coverings for beauty plus durability 


Conrwence in rABRON's ability to render long 
range service with greatest economy is indicated by its 
specification for all lobbies of Stuyvesant Town, the 
new 8,755 apartment project erected by the Metropoli- 
tan Life Insurance Company in mid-town New York. 


The desire for infrequent decoration led naturally to 
FABRON for, as well as being completely washable, 
FABRON's sunfast lacquer colors will neither scale nor 
peel. In addition, FABRON’s sturdy canvas-plastic back- 
ing strengthens the plaster . . . prevents cracks . , . saves 
on expensive plaster repairs. 


FABRON's broad range of colors and patterns (there 
are more than 180) affords a decorative latitude un- 


bron. 


REO, Us Be РАТ, OF Fe 


matched by conventional interior finishes. Should a 
change in decorative scheme be desired (after 10 or 
12 years or longer) FABRON will still continue to serve 
as a permanent wall protective medium. Its sturdy sur- 
face provides an ideal base for paint, wallpaper, or 
another application of FABRON ; thus, unlike other wall 
finishes, its initial investment is not irretrievably lost. 


Moreover, FABRON is the only material in the paint or 
decorative wall covering field whose resistance to fire 
spread is attested to by the label of the Underwriters’ 
Laboratories, Inc., which appears on every roll. 


If you are not familiar with FABRON, write us today on 
your letter-head or send the coupon below. 


sted г, “7 „lised 
КК шыш Laboratorio Ine 


эксн oy . 


National Board of Fie Underwriters 


seejour 
САТ, ALOG 


SWEETS РДЕ 
сенсщ 


FREDERIC BLANK & СО., INC., 230 Park Avenue, New York 
Please send us samples of Fabron and information concerning its 


| 

l 

| use in: | 

the canvas-plastic-lacquer wall covering | О Hospitals О Hotels D Schools O Theatres | 

with « life span measured by the decade | О Restaurants О Offices О Apartments С Residences l 

e | Namex: ОККО ela ее ОКУЛУ dus 

FREDERIC BLANK & CO., INC l LOCI MM----—-———— ——— | 

74 • ТЕ АО аан на case sey: SATO eed они E 

Established 1913 MERI M ышы Mud Annas | 

230 Park Avenue, New York 17, N. Y. [ne ы сы a a ВВ ыга ИН НР САНА 
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PLASTIC-FACED PLYWOOD | 


Repeated re-use and reduction in the 
amount of finishing required are two 
major .cost-saving features claimed for 
С-Р-Х plastic-faced. plywood panels for 
forms in’ monolithic concrete construc- 
tion of floors and ceilings. 


The plywood is made of Douglas fir __ 


veneers, bonded with waterproof phenolic 
resin adhesive, and surfaced with a plas- 


(Continued from page 190) 


tic material on both sides. The plastic is 
applied during the bonding process un- 
der extreme heat to become part of the 
plywood itself. 

Because it has a glossy-smooth plastic 
surface, G-P-X is said to be unaffected 
by heat or rain and to be highly re- 


sistant to moisture, oil, alcohol, organic 


solvents, hydrocarbons and greases as 
well as vermin, marine borers, mold and 
fungi. 


J 0 ү А = SES 

MP, S i 
CRA ANY, Boston, “ANCE 
M AND FERGUSON SS, 


VERMONT А TS "еа, 


o . 
thle Contract, 


The imposing John Hancock Mutual Life Insurance Company 
building stands as a symbol of financial security for one out of 
every nine insured men, women and children in the United States. 


COLOR * CHARACTER eœ 


PERMANENCE • 


LOW MAINTENANCE 


These characteristics of marble contribute to the grandeur of 
this building and to its stability. No less than fifteen different 
varieties of marble, domestic and foreign, were selected by the 
Architects for the interior finish of foyers, lobbies and corridors. 
Nothing less beautiful or durable than marble would suffice. 


crystalline VERMONT MARBLE 


VERMONT MARBLE COMPANY * 


PROCTOR, 


Branch Offices 


VERMONT 


Boston * Chicago * Cleveland * Dallas * Houston * Philadelphia * Los Angeles * New York * San Francisco 


In Canada: Ontario Marble Company, Ltd., Peterboro, Ontario and Toronto, Ontario 


Brooks Marble & Tile Company, Ltd., Toronto, Ontario 
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The panels are made in a standard 
size 4 by 8 ft. in five thicknesses of 
546, 3%, Lo, 58 and 34 in. Smaller panel 
sizes are produced for special construc- 
tion problems. Georgia-Pacific Plywood 
& Lumber Co., P. O. Box 909, Augusta, 


Plastic-faced plywood for concrete forms 
gives smooth surfaces, can be used again 


TRANSLUCENT PANELING 


For decorative interior applications in 
commercial as well as residential build- 
ings, Glassile is a new translucent panel- 
ing described as light in weight, durable 
and easy to install. 

The panels, constructed of wood and 
plastics by a special process, are pro- 
duced in five standard sizes, 114 in. thick, 
in crystal clear, rose, blue, amber and 
green. 

With proper openings provided in the 
construction to receive them, Glassite 
panels may be installed in single units 
or they may be combined and fastened 
together with simple millwork to make 
larger panels of various sizes and shapes. 

Panels are available in the following 
sizes: 914 in. sq.; 914 by 1814; 914 by 
3534; 184 by 1814; 184 by 3534. 
Standard screen sizes vary from 1814 by 
3714 to 3534 by 5484. 

‘In addition to the ready-made panels, 
Glassite will soon be available in a 
knock-down form utilizing wooden strips 
notched for quick assembly of the egg- 
crate lattice frame which forms the base 
of the paneling. Display-Sales, Inc., 624 
South Michigan Ave., Chicago 5, Ill. 


“SAWDUST” PANELS 


Resinwood, a densified product made 
from sawdust and other wood waste 
materials, utilizes a phenolic resin to 
bond waste wood particles into a panel 
board described as having natural wood 
color and high structural strength. 

Produced by an entirely automatic 
process, Resinwood is turned out in 


: panels of uniform density 8 ft. by 4 ft. 
‘by 4 in. 


The panels resemble natural pine in 
appearance, with a smooth surface to 
which paint is claimed to adhere without 


checking or discoloration. Resinwood 
` (Continued on page 194) 
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THESE CURTIS "READY-MADES" 
you while down 


BUILDING COSTS 


When stock design woodwork achieves custom-built distinc- 
tion—at lower cost—that’s news for today’s home planners 
and home builders! And that’s why Curtis Woodwork is used 
so extensively in giving home-owners “more for their money.” 
For Curtis Woodwork makes excellent design and quality 
construction available for any size or type of home. Here are 
a few reasons why: m E 


You can give any room tbe proper focus without ex- 
pensive special millwork, This Curtis mantel, for 
example—Design C-6040—bas a pleasing simplicity 
which gives it dignity and beanty, Designed for Curtis 


You can see the sure touch of а mas- 
ter designer in this charming Curtis 
entrance—Design C-1730. H. Roy 
Kelley, Architect. Curtis entrances 


A fine cabinet for the home owner 
who wants something out of the 
ordinary—Curtis Design С-6515, The 
Architect was Russell Е, Whitehead. 


by Cameron Clark, Architect, assure lasting value and beauty. Curtis offers 18 styles of cabinets. 


A NEW Curtis Development — 


PRESPINE 


Developed after years of research and testing, Curtis 
Prespine is a new wood material for use in panels in 
Curtis doors and as an integral part of other Curtis 
Woodwork. Prespine has а hard, satin-smooth surface 
that takes paint and other finishes beautifully. Tough 
and durable, Prespine will not warp, check or splinter. 
It is 93% wood—and resembles in color the species 
wood from which it is made. Picture on right shows 


When in New York, visit 
the Curtis Woodwork 
Display at Architects’ 
Samples Corporation, 
101 Park Avenue. 


the beauty of Curtis doors with Prespine panels. | | 


CurtiS 


MAIL COUPON for complete information 


CURTIS COMPANIES SERVICE BUREAU 


AR1L1LW Curtis Building, Clinton, Iowa 
Gentlemen: 
Please send me your book on Curtis Stock Architectural Woodwork. 


Address... essel 


еее ноно itas] eire eee eee eee eee ee eee ee ee ee eee eee ee eee) 


eee eee | 


| Мате... ооо оона ооо оао жа балк ККК аа ЙСКЕ a во ЖӨЕ ЖӨКӨ P 


Сны Жа куын КЫЛК E ККЕ ККА НӘНИ ЙО Кун Б оное юное 
у | I am ( ) Architect, ( ) Contractor, ( ) Prospective Home Builder, ( ) Student. Please check. 
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may be drilled, sawed, planed and 
sanded. It is reported to have a bending 
Strength which compares favorably with 
that of wood and an impact and modu- 
lous of rupture comparable to that of 
plywood. 

The new product will remain stable 
in spite of moisture, heat, cold and 
changing temperatures, according to 
the manufacturer. Rock Island Mill- 
work Co., Rock Island, Ill. 


METER page 125 


BOILER-STOKER UNIT 


Boiler-stoker units with steam radia- 
tion capacities of 2190 to 8500 sq. ft. 
are made in 10 sizes as Unilbill combina- 
tions. ; 
The stoker ironwork is factory-in- 
stalled in the boiler furnace and the 
stoker driving mechanism is connected 
after the boiler has been set on location. 

Pre-installation of the hearth and 
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Horn Folding Bleachers and Horn Folding Partitions 
for Greater Space Utilization 


FLOOR SPACE 


IN USE 
3 AF. 9 ln. 
4 6 Ft. 7 In. 
CHECK 5 ВЕ. Sin. 
YOUR 6 10 Ft. З №№, 
SPACE 7 12 Ft. 1 ln. 
REQUIRE- 8 13 Ft. 11 In. 
MENTS 9 15 Fr 9 tn. 
10 17 Ft. 7 tn. 
11 19 Ft... 5. 
12 21 Ft. ЗМ. 
13 23 Ft. 1 In. 
14 24 Ft. 11 In. 
15 26 Ft. 9 In. 
16 28 Ft. 7 In. 
17 ЗОР. 5 ln. 
18 32 Ft. З. 
19 34 Ft. 1 In. 
20 35 Ft. 11 In. 


* **HEIGHT 
CLOSED 

ТА, 834 In, 3 Ft. О In. 
2 Ft. OY In. 3 Ft. 9 In. 
2 Ft 3% In. 4 Ft. 6 In. 
2 Ft. 6% In. 5 Ft. 3 №, 
2 Ft. 10% In. 6 Ft. O In. 
З Е, 155 In. 6 Ft. 9 In. 
ЗА, 5 h 7 Ft. 6 in. 
ЗА, 8% In. 8 Ft. 3 In. 
З Ft. 1134 In. 9 Ft, О In. 
АН, 3% In. 9 Ft. 9 In. 
4н. 6А In 10 Ft. 6 №. 
4 Ft. 975 In. 11 Ft. 3 In. 
St. 1% ln. 12 Ft. O In, 
5 Ft. 4% In. 12 Ft. 9 In. 
SF. 8 №. 13 Ft. 6 №. 
5 Ft. 11% In. 14 Ft. 3 In. 
6 Ft. 2% In. 15 Ft. О. 
6 Е. 6Vs In. 15 Ft. 9 In. 


*Dimension includes 4% in. space between top seat and wall, 
**Height in open position same as closed. For Bleachers higher 
than 20 Rows write for complete details and dimensions, 


FOR SEATING CAPACITY FIGURE 16" PER PERSON, WRITE FOR 
COMPLETE DETAILS ON THE *3 IN 1 HORN GYM PLAN". NO 


OBLIGATION 


. HORN BROTHERS CO. 


A DIVISION OF HORN INDUSTRIES 


FORT DODGE, IOWA 
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retort are designed to simplify final 
assembly work and reduce installation 
time and expense. 

Cleanout doors are provided in the 
front and rear of the base. The Brownell 
Co., 430 №. Findlay St., Dayton 1, Ohio. 


DELINEATION SERVICE 


Delineations which are the product of 
the collaborated skills of nine artists are 
available to architects throughout the 
country from an expanding organization 
in Los Angeles. 

Specialists in layout, sketching, color- 
rendering, landscaping and other phases 
of delineation combine their talents to 
produce the presentation of the archi- 
tect’s work. 

А. complete photographic service, ex- 
perienced in architectural photo-copy, 
matting and framing is also offered. 
R.. C. Quale Associates, 672 So. La- 
fayette Park Place, Los Angeles 5, Calif. 


Sample rendering by delineation service 


BASEMENT INCINERATOR 


А residential basement incinerator, 
called the liltle-Cinerator, is said to be in- 
stalled for less than half the cost: for the 
usual type of garbage disposal unit. This 
incinerator is connected to the furnace 
flue, and may be located as olose as 4 
in. to а protected or non-combustible 
wall and not closer than 12 in. from an 
unprotected, combustible wall. 

Jets of air enter the four corners of the 
unit for combustion, and firebrick walls 
also are said to aid combustion. Metal 
parts are heavy cast iron and the outer 
jacket is asbestos board. Quick-drying 
paint is available for the incinerator in a 
selection of popular colors. The Clear 
Mfg. Co., 4525 N. 124 St., Butler, Wis. 


PLASTIC SEAT COVERING 


А new type of plastic fabric for seat 
covering is said to have the outstanding 
advantages of being completely odorless 
and remaining pliable even in extreme 
cold. Known as Reevon, it is woven from 


Bakelite polyethylene and is resistant 
(Continued on page 196) 
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JOHN HANCOCK MUTUAL LIFE INS. CO. 
НОМЕ OFFICE BUILDING 
BOSTON, MASS. 


Cram and Ferguson—Archétects 
Turner Construction Co. — Builders 


The four elevations of tbe pyramid roof are 
а unique, colorful combination of gleaming 
stainless steel with bands of Enduro-Asblar 
Architectural Terra Cotta, shaded from 
dark to light blue. Building is gray. 


The Sky's the Limit 


When You Design with 


1 N D U RO-AS H LAR ARCHITECTURAL TERRA COTTA 


Possessing remarkable plasticity of form, color and texture, Enduro-Ashlar Architectural Terra 
Cotta gives free rein to your creative ability. This time-proved terra cotta will meet your most 
exacting requirements—severe surfaces or decorative sculpture, brilliant colors or delicate tints, 
individual units large or small. This is why more and more architects are specifying Enduro- 
Ashlar Architectural Terra Cotta—for mercantile, industrial and monumental construction, 
and for modernization. What’s more, its fire-hardened surfaces resist weather-stain and big-city 
grime. . . its original richness and beauty can be retained indefinitely by simple-soap-and-water 
washings. 


Construction detail, data, color samples, estimates, advice on preliminary sketches, will be furnished 
promptly without charge. Send your inquiry today. 


FEDERAL SEABOARD TERRA COTTA CORP. 


10: EAST 40th. STREET, NEW YORK 18, N Y 
PLANTS: AT PERTH AMBOY AND SOUTH AMBOY, N.. 
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to moisture, acids, stains and vermin, 
according to the manufacturer. The 
fabric is also reported to resist scuffing 
and snagging and to be easily cleaned 
with soap and a damp cloth. Reeves 
Brothers, Inc., 54 Worth St., New York 
13, N. Y. 


HARDBOARD 


Outstanding features claimed for the 
new Kimsul Hardboard are its golden 


(Continued from page 194) 


blonde color, its strength and toughness, 
its workability and its high moisture 
resistance. It is said to be suitable for 
both interior and exterior use. 

This hardboard can be planed, sawed, 
glued, routed, bent, shaped or cut with 
punch press. 

Composed of tough, resinized wood 
fibers, the hardboard is reported not to 
crack or split, not to be brittle and to be 
unaffected by moisture and many acids. 


decisively established. 


INFRA Insulation | 
Pleases the Prolessors 


Infra Insulation has had remarkably wide use in buildings of a 
long list of Colleges, Universities and Engineering Schools. They 
have access on their own campuses to the finest scientific talent, 
make thorough tests, base their selection on searching, impartial 
appraisal. In college after college, in test after test, Infra is selected 
— because Infra's superior insulating values are so quickly and 


JUST A FEW COLLEGES WHICH HAVE USED INFRA 
Bowdoin College, Brunswick, Maine 
Colby College, Waterville, Maine 
Culver Military Academy, Culver, Ind. 


Harvard University, Cambridge, Mass. 
Massachusetts Inst. of Technology 
Michigan State, Traverse, Mich. 
Princeton University, Princeton, N. J. 


It is available in thicknesses of 14, 346, 
lí and 55 in. in 4 by 8 ft. sheets. 
Kimberly-Clark Corp., Neenah, Wis. 


STEEL WINDOW CASINGS 


Standard steel window casings are 
being made by Hope’s Windows, Inc. to 
fit their standard line of steel casement 
windows for homes and apartments. 
Sixteen types are provided from 1 by 2 
lights to 4 by 5 lights, in two casing 
depths, 414 and 514 in., suitable for all 
types of residential construction. 


ISOMETRIC VIEW of 
CORNER JOINT at 
JAMB and SILL 
of CASING 


18 GA. STEEL 
'JAMB CASING 


7 


PLASTER KEY SLOTS 
ФОМ CENTERS 


FLY SCREEN 


iy 


27) 


em 


SILL CASING 


pA рглзткк KEY stots 
4'ON CENTERS 


Standard casing for steel casement window 


Stool, head and jamb sections are 
formed from 18-gauge steel, bonderized 
and primed. They are assembled in the 
field and held in place by steel tenons 
which are extensions of the head and sill 


Purdue University, Purdue, Ind. 
Wells College, Aurora, N. Y. 


a ec 
" WRITE 


Ш Infra for details 
E and FREE COPY of 
В “Bulletin No. 38," 
Ed issued by the Na- 

tional Housing 
MI Agency of the 
Bi Government, re- 


INFRA © FACTORS AND ROCKWOOL EQUIVALENTS р porting tests of 
MULTIPLE ACCORDION ALUMINUM & Bl transfer and con- 


С.052 Heat Flow Down, equals 6” Rockwool. gi Aluminum Insu- 
TRIANGULAR REFLECTIVE AIR CELLS [71 densation. 
ш 
A A INSULATION, INC. — Address Dept. 
10 Murray St., N. Y., N. Y. os AR 


C.093 Heat Flow Up, equals 312" Rockwool. E lation made by 
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members inserted in the slots in the 
jambs and bent into holding position. Àn 
angle fin is provided, if necessary, for 
structural requirements. The casing af- 
fords a key for plaster and a template 
for plaster or masonry. Hope's Win- 
dows, Inc., Jamestown, N. Y. 


Infra's multiple separated aluminum sheets provide 
4 reflective spaces and. 4 reflective surfaces, each 
non-condensation-forming. Two sheets of aluminum 
and the accordion partition block convection сиг- 
rents. Infra's triangular reflective air spaces and 
small mass eliminate conduction as a problem. 


FILM ON FABRICATING AND 
'ERECTING TRUSSED RAFTERS 


"Available for free ‘usage to archi- 
tectural and building groups is a 16 mm 
motion picture covering the mass manu- 
facture and assembly of 3,500 timber 
connecter equipped, trussed rafters used 
in the Bonhaven Apartments, Rich- 
mond, Va. The film depicts the quantity 
production methods used to fabricate, 
assemble and erect the new low-cost 
trussed rafter which is said to have 
been used in over 17,000 housing units 
in the last three years. 

(Continued on page 198) 


the U. S. Bure 
C.10 Lateral Heat, equals 3 1/3" Rockwool. - of Standards. and 


E dealing princi- 
Ш pally with the 
problems of heat 


Меш Day-Brite 
Four-by-Four Unit 


Wins High Acclaim 


Architects, lighting engineers and contrac- 
tors, and users have enthusiastically ap- 
proved Day-Brite’s new Four-by-Four Unit. 
Unlimited architectural possibilities, flexi- 
bility of application, and advanced inte- 
grated lighting efficiency ate only a few of 
the reasons for a wave of ordets. 


FOR OFFICES 


Fout-by-Four Units are engineered for both 
recessed and surface mounted applications. 
Plaster frames are available for use when 
fixtures are recessed. 


LARGE DEPARTMENT STORES 


Units are 48” square and 9" deep. Fixtures 
can be used with six, eight, or ten 40-watt 
fluorescent lamps. Knockouts are provided 
for feed connections, 


ENTRANCES, LOBBIES 


Exclusive Day-Brite BOXCO louver assem- 
bly has double-wall louvers interlocked for 
extreme strength and rigidity. Fixtures are 
rust-inhibited and finished in HOT- 
BONDED SUPER-WHITE enamel. ` 


zi 


SMALL RETAIL STORES 


Separable hinges on two sides of the louver 
assembly allow easy servicing. In fact, every 
component patt of the unit is specifically 
engineered for simple, quick maintenance. 
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Alameda Road Shop, Singer Sewing Machine Company, Kansas City, Mo. 


For example : 


SINGER SEWING MACHINE IN KANSAS CITY 
“DRESSES UP” WITH FOUR-BY-FOURS... 


Day-Brite Four-by-Four units, recessed 
into an acoustical ceiling provide a 
high level of cool, glareless light in 
Singet’s Alameda Road Shop. 


This well-distributed general lighting 
combines with accent lighting to point 
up merchandise to best advantage. 
Architecturally, the ceiling pattern is 
interesting but unobtrusive . . . attrac- 
tive and smart. 


Today ... learn more about this new 
lighting development, its handsome 
appearance... its amazing ease of 
maintenance. See for yourself how 
Day-Brite’s Four-by-Fours answer your 


DISTRIBUTED NATIONALLY BY 


Day-Brite/ 
FOUR-BY-FOUR 


particular lighting. problem. Write 
now for Bulletin 20-C. 


Day-Brite Lighting, Inc., 5465 Bulwer 
Avenue, St. Louis 7, Mo. In Canada: 
Amalgamated Electric Corp., Ltd., 
'Toronto 6, Ontario. 


IT'S EASY TO SEE WHEN IT'S 


DAY- 


LEADING ELECTRICAL WHOLESALERS 


setting a new trend in lighting... 


359 
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The single-reel, silent film runs for 18 
min. Timber Engineering Co., 1319 
18th St., N.W., Washington 6, D. C. 


BLANKET INSULATION 


Blanket-type insulation now being 
made by Kimberly-Clark Corp. features 
an aluminum foil vapor seal cover, de- 
signed to reflect heat and shut out con- 
densation. А thick blanket of specially 
treated fibers is bonded firmly to the 


(Continued from page 196) 


aluminum cover. The insulation also 


' features strong tacking flanges to facili- 


tate installation and comes packed to 
16 the installed length. Kimberly-Clark 
Corp., Neenah, Wis. 


FLEXIBLE DOOR AND JAMB 


The Visulile narrow stile door and 
jamb unit, constructed of heavy gauge, 
extruded aluminum, has a jamb con- 
structed so that it can be adjusted on the 


В. ALTMAN & CO, Fifth Avenue, New York 


Here are the facts: the whole 
second floor of B. Altman & Co. was 
completely re-equipped, the entire 
perimeter changed. All of this was 
accomplished in a remarkably short 
time. Every department was kept in 
business during the entire period of 
change-over. Not one department 
was shut down, even for a minute. 


It could have been bedlam. Even 
wotse, to a merchandise manager, it 
could have meant a severe loss of 


Bergen-sure the 
success of your 
modernization 
program 

with 
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BUSINESS AS USUAL 


Write for our Portfolio of "Jobs Well Done." It's worth seeing 


1552-56 BERGEN STREET, BROOKLYN, N. Y. 


Designer: John Mueller 


Only better! 


sales. Instead, it was “business as 
usual”... only better! 


Thats BERGENIZING for you. 
Not only aged-in-the-wood crafts- 
manship, but efficient down to the 
last detail planning by an organiza- 
tion that has a sales-healthy respect 
for the business of its clients. 


When you're in the mood to 
modernize, don't agonize... 
BERGENIZE! It costs less, our way. 


Architectural 
woodwork that 
makes the 
designer's plan an 
enduring reality 


Phone: 
PResident 2-3121 


job. The top rail of the jamb can be ad- 
justed to any height desired and locked 
in position with set screws. The hinged 
fanlight can be adjusted to the jamb 
opening by sliding the top of the fan- 
light down and cutting off the excess 
length on the two vertical rails. The 
unit comes with door fitted into the 
jamb and all hardware installed. The 
units are alumilited. Martin Katz Corp., 
625 Bergen St., Brooklyn, N. Y. 


Aluminum door has adjustable jamb 


FIRE RATING FOR PERLITE 


Underwriters’ Laboratories, Inc. have 
recently given a 3-hour fire rating to 
a steel column protected with Permalite 
plaster, 1 in. thick, applied on metal 
lath, according to the manufacturer. 

A 49-lb., 10-in. square H-beam was 
used for the test. Diamond-mesh metal 
lath, furred from the column by metal 
lath spacers, was used. The plaster was 
applied 1-in. thick from the face of the 
lath and finished with a Jíe-in. white 
coat. 

The plaster consisted of 3 cu. ft. of 
Permalite (perlite) plaster aggregate 
mixed with 100 Ib. of fibered gypsum. 
The complete report of the test is avail- 
able from the Building Products Div., 
Great Lakes Carbon Corp., 18 E. 48th 
St., New York 17, М. Y. 


COLD CATHODE LAMP, FIXTURE 


А cold cathode lamp and specially 
designed fixture recently developed are 
said to possess all the advantages of 
custom-built cold cathode. 

The fixture, designed for both com- 
mercial and industrial uses, is made of a 
steel body finished in white baked en- 
amel. Porcelain, push-pull type action 
sockets are reported to simplify lamp 
replacement. Cutler Light Mfg. Co., 
2026 N. 22nd St., Philadelphia, Pa. 

(Continued on page 200) 
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You learn a lot about sheet steel fabrication in 
25 years. 

Steel roof deck, originated by Fenestra* Holorib 
in 1924, began the large scale commercial use of 
sheet steel as a building material. Holorib's 
strong pyramidal rib, full support for insulation, 
full last rib to eliminate asphalt leakage, tele- 
scoping end laps and interlocking side laps are 
features which construction men readily ap- 
preciated. 

You prove a lot in 25 years, too. Holorib roofs 
laid down in 1924 are still good roofs—living up 
to their promises. 

Holorib’s success led us to develop new ideas, to 
the perfection of cellular building panels for floors, 
walls, ceiling and roofs—the entire enclosure. 

Fenestra developed panel types D and AD with 
high strength-weight ratios. А maximum of ma- 
terial is away from the neutral axis, giving full 


HOLORIB 
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One of the twin recreation buildings for Endicott- 
Johnson Corporation, Endicott and Johnson City, New 
York. Each identical building contains 12,450 sq. ft, of 
insulated walls and 51,750 sq. ft, of acoustically-treated, 
cellular building panel floors and roofs—all Fenestra. 
Architect: А. T, Lacey & Sons, Binghamton, М, Y. 
Contractor: Vincent J. Smith, Inc., Binghamton, №. Y. 


year of light-gage steel fabrication 


support for fill or insulating materials, enabling 
you to keep quantities of those materials to a 
minimum. Acoustically treated, through Fenestra’s 
perforating and adding of a sound element, they 
provide economical combined ceilings and roofs 
for schoolrooms, auditoriums and gymnasiums. 

Fenestra’s type C panel provides a 3-inch insu- 
lated wall equivalent to a 12-inch brick wall. These 
panels may be erected in vertical or horizontal 
position. 

Fenestra Metal Building Panels are designed to 
reduce dead loads. They save construction time 
and money. Laid in long spans, they fit together 
easily, speedily. Fenestra floors enable other trades 
to move in faster—Fenestra walls speed enclosure, 
permit earlier building occupation. 

Fenestra’s fund of practical knowledge on mod- 
ern building technology is ready for you to tap. 
Get the facts. Mail the coupon. 


=” iG 


DETROIT STEEL PRODUCTS COMPANY 
Building Panels Division 

Dept. AR-11, 2252 E. Grand Boulevard 
Detroit 11, Michigan 


OPlease have an engineering representative call, 


О Please send me, without obligation, information on Fenestra 
Building Panels. 


Name 


*Trademark 


SS LN LS — HM — — — — — 


Company. 5 


Address = Я 


ө Low Silhouette. X 


GALLAHER Air-Van 
' Power Exhauster 


“above the pardpet;:ic 
‘modern architecture. 


e Motor out of the air stream, ` , 
f ant 

e Completely weütherproo | 
self contained--requires no pent 

house. 


€ Low installat 
nected. 


iori cost—direct con- 


- fan 
Ы tive acting squirrel cage 
ies backdraft damper required. 


© CERTIFIED RATINGS. 


Designed to handle the tough jobs— 
entrained moisture and corrosive’ 


fumes without damage: to motor. . 


Available in special metals for special 
applications. Heaviest construction of 
any device of its kind. 


Capacities 100. 
to 12,000 c.f.m., 
handles static 
pressure to 13” 


No need for explosion-proof motors. 
Motor hood is under negative pressure 
so that movement of fresh air through 
hood prevents formation of explosive 
concentrations. Motors have grease- 
sealed lifetime bearings for reduced 
servicing. 


For full informational bulletin, contact 
your Gallaher representative or write 


The GALLAHER co. 


Omaha 3, Nebr. 


4106 Dodge St. 
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“ACOUSTICAL MATERIALS 


(Continued from page 198) 


Two new tiles and a sprayed mineral 
wool are recent additions to the Gold 
Bond line of. acoustical materials. 

An incombustible tile, Travacoustic, 
fabricated from rock wool and precut 
into uniform ‘sizes and standard thick- 
nesses is зао provide a high-degree of 
sound absorption and light reflection 
while offering the decorative qualities of 
travertine.stone. 


Thermacoustic, sprayed mineral wool tile 
for noise reduction, thermal insulation 


Acoustifibre, an improved wood fibre 


tile with hundreds of drilled perfora- ` 
tions, is reported to offer more sound 
absorption per sq. ft. than earlier types. 
‘Both tiles can be repainted without loss . 


of acoustical .efficiency, according to the 


‘manufacturer. 


Especially designed to be sprayed on 
ceilings and arches, Thermacoustic can 
be applied in any desired thickness and 


for both noise reduction and thermal : 


insulation. The sprayed mineral wool is 
said to be fireproof and can be painted 
for any decorative effect desired. Na- 
tional Gypsum Co., Buffalo 2, N. Ү. 


SPRINKLER HEADS 


Designed for easy installation in new 
sprinkler systems or old, Viking flush- 
type sprinkler heads fit snugly against 
the ceiling, with the deflector and sus- 
pension mechanism completely con- 
cealed in a special recess inside the body 
of the sprinkler. 

In the “оп guard” position no part of 
the sprinkler head projects below the 
ceiling except the fusible link, which, in 
case of fire, is melted by heat and causes 
the deflector to drop. 

(Continued on page 202) 


A great time saver 
for your clients’ 
loading and un- 
loading . operations. 
Globe Self-Leveling 
Ramp permits ‘ma- 
' . terial to be wheeled 

directly from dock 
regardless of varying truck 


to truck 
bed» heights. Loads are moved faster, 
without! hand lifting and with ess 
breakage. | Time and work savings up 


to: 50%. 


Drawing. hows operation sequence 
"of Во ‘Direct-Air and Hydraulic 
type Self- Leveling Ramps: (1) Ramp 
elevated to receive truck. (2). Truck 
backed into place with ramp "Lip" 
. lowered ^ ‘to’ truck bed. (3) Ramp 
"riding" firmly with the truck when 
Springs are compressed or expanded 
during loading or unloading. 


"Globe's experienced Lift Envineófs 
' will be glad to advise you on your 
‘lifting or handling problems. Sugges- 


tions or estimates are yours for the 
asking without obligation. 


WRITE now for Bulletin All49 
showing typical installations. 
LOADING RAMPS 
LOADING LIFTS 
PRODUCTION LIFTS 
INDUSTRIAL TRUCK SERVICE LIFTS 
SPECIAL LIFTS 


A complete line of 
GLOBE OILIFT ELEVATORS 


Globe Hoist Company 


DES MOINES 6, IOWA - PHILADELPHIA 18, PA. 
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^ KsM 


n б ; 7 p» 


APAC 


ARCHITECT: George M, Peterson, Cleveland, Ohio 


SMART, FUNCTIONAL, ECONOMICAL 


Glamour . . . consunier appeal . . . is requisite to a project like the Bellevue. 


Drive-In Theatre. Impressive handling of the extensive exposures is as 
necessary as conservation in the capital cost of material and erection. 
Ав always, the architect, builder and owner must aim for all possible 
p rmanence,’ v 


These are the copier. requirements fulfilled by the use of K&M 
“Century” ‘APAC on all exterior and principal interior walls of the theatre 
service structure, drive-in éntry, and enclosure. At the same time that 
the large, flat, invitingly smooth surfaces of this K&M Asbestos-Cement 
Board were effeotuating D gör temporary spirit of the design, they were 
speeding erection, savin or, holding down costs. ` 


Now the owner is profiting ‘further by, many continuing economies— 
exceptional immunity to the widely varied weather of the locale—equal 


; immunity to rust and rot— high safety from fire hazard, and even 


from termites. 


Without needing so much as paint—initially or ever~K&M АРАС 
plainly forces maintenance to the low and keeps it there. It is proving that 
in theatres, as in stores and residences and multi-family dwellings and all 
types of industrial structures, the àrchitect is able to carry out his most 
advanced ideas, artistic and functional, within the economic limitations. 


Nature made Asbestos... 
Keasbey & Mattison has mode it serve mankind since 1873 


KEASBEY & MATTISON 


COMPANY - AMBLER - PENNSYLVANIA 
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Specify and use 


WEATHERCAP 


* For new or old structures, its 
use in coping and cornice joints, 
etc, assures years of weather-tight 
protection. 


А 


SEND FOR YOUR SAMPLE 


Minwax Company, ше, 
11 West 42nd $t, New York 18, N.Y, 


Please send me free sample of Weather- 
cap with descriptive folder and specifi- 
cation data, 


Мате: адаан йаз . 


Ааа иши найн ИА 


MESE шшш е 
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Sprinklers are finished in satin chrome 
over bronze. They have Underwriter’s 
Laboratories and Factory Mutual Labo- 
ratories approval. The Viking Sprinkler 
Corp., Hastings, Mich. 


Only fusible link of sprinkler : projects 
below the ceiling in on-guard position 


COMPACT REFRIGERATOR 


Ап all-steel refrigerator with baked- 
on enamel finish in a choice of two color 
combinations is being offered in a unit 
31 in. wide, 19 in. deep, and 25 in. high. 

Freez-Pak, which has a storage ca- 
pacity of 2.66 cu. ft., is powered by a 
hermetically sealed refrigeration unit 
which operates on 115 V, 60 cycle al- 
ternating current. It has a freezing com- 
partment for making ice which will ac- 
commodate as many as eight ice trays. 


All-steel refrigerator with capacity of 
2.66 cu. ft. measures 31 by 19 by 25 in. 


Available either with or without a 
chrome-plated tubular steel stand, the 
Freez-Pak comes with ebony black ex- 
terior and pastel green interior or ivory 
exterior and interior, each with black 
door panels and breaker trim and chrome 
plated hardware. Freez-Pak Corp., 122 
Е. 42nd St., New York 17, М. Y. 

(Continued on page 204) 


INSTALL 


"GAS OR OIL 


Don't let Winter unnecessarily in- 
сгеазе your power costs, Have Todd 
burners—save up to 10% on your 
fuel and maintenance bills . . . get 
greater power capacity. Let skilled 
'Todd specialists, backed by 35 years 
of Todd experience, engineer your 
boiler plant for utmost economy ... 
replace your obsolete equipment... 
provide efficient new installations, 


Oil Burners 
Gas Burners 


Combination 
Oil and Gas 
Burners 


COMBUSTION EQUIPMENT DIVISION 
TODD SHIPYARDS CORPORATION 


81-16 45th Ave., Elmhurst, Queens, М, Y. 


See the Classified Telephone Book 


NEW YORK * BROOKLYN * ROCHESTER 
BUFFALO * HOBOKEN * NEWARK * PHILADELPHIA 
HARRISBURG * YORK * PITTSBURGH * CHICAGO 
RALEIGH *CHARLESTON, S. C. * BOSTON* SPRING- 
FIELD, MASS. * BALTIMORE * WASHINGTON 
RICHMOND, VA. * ATLANTA * SIRMINGHAM 
CLEVELAND * DETROIT * GRAND RAPIDS * TAMPA 
GALVESTON * SAN ANTONIO * DALLAS * HOUSTON 
TULSA * MOBILE * NEW ORLEANS * SHREVEPORT 
DENVER * SALT LAKE CITY * LOS ANGELES * SAN 


^ FRANCISCO * SEATTLE * MONTREAL * TORONTO 


BARRANQUILLA * BUENOS AIRES * LONDON 
HAVANA * PUERTO RICO * ORANGEBURG, $. C. 


[i 


ARCHITECTURAL RECORD 


The MILLER HARTFORD 
luminaire is engineered 
for fine illumination per- 
formance. Comes in 4' 
and 8’ lengths for general 
line and slimline fluores- 
cent lamps. 


ИТХ 
\AN 
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Modern in design—smartly pleasing in appearance—the new 
Miller HARTFORD Luminaire provides high levels of well-diffused 
illumination for stores, offices, schools, drafting rooms and 
public buildings. Reflector enclosures of Lucite, Polystyrene or 
metal louvers meet varied seeing requirements. Low installa- 
tion and maintenance costs. 

Miller Lighting Service is all-inclusive. It covers the needs of 
planned industrial and commercial lighting. Miller field engi- 
neers and distributors, conveniently located, are at your call. 
Write or wire for Miller HARTFORD Catalog. 


THE miller COMPANY. 


SINCE 1844 


ILLUMINATING: DIVISION, MERIDEN, CONNECTICUT 


ILLUMINATING. DIVISIÓN: Fiuorescent, Incandescent, Mercury Lighting Equipment: HEATING PRODUCTS DIVISION” Domestic 
Oil Burners and Liquid Fuel Devices: ROLLING. MILL DIVISION: Phosphor Bronze and Brass in Sheets. Strips and Rolls 


Flexibility of application 
in ceiling or suspension 
mounting, individually or 
in continuous rows. 
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Horizontal 
Type ''SH 


, 


table 
isch rge an adusa e 
ischari ty о heat direc. 
varie «cold spots 
steam ої hot 


Vertical 
Type 
‘'Vertiflow’® 


Cabinet 
Type 


ling to unit 
о erating: 
of 3 cabinet 


For full details on one or more of these 
Unit Heater types mail coupon below for 
free catalogs. 


YOUNG 


Heating, ' Cool-::- 
ing, and Air Con- 
ditioiting Prod: U 
ucts, for Home 


© апа Industry, ' 


T. M. REG. U.S, РАТ. OFF. `` 


YOUNG RADIATOR COMPANY 


DEPT. 619-L - RACINE, WIS. 
Plants at Racine, Wis., and Mattoon, ill. 
Sales and Eng. Offices т All Principal Cifies 


COMPLETE YOUR UNIT HEATER FILE № 
WITH THESE INFORMATIVE CATALOGS 


Heat Transfer 
Products for Au- 
tomotive and In- 
dustrial Applica- 
tions. 


i YOUNG RADIATOR COMPANY w - 
Dept. 619-L, Racine, Wisconsin ria 

Please send me your catalog on I 

Horizontal [] Veriflow [I Cabinet 1 

Unit Heaters. i 

Name. r 

1 Address. Г 


City. Zone. State. 
Lee ee LL erm mmm 
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LIGHTING FOR SELLING 


Val-Lile, a combination lighting-mer- 
chandising-advertising fixture, is made 
in standard models having two or four 
40-watt fluorescent lamps for single- or 
multiple-unit lighting applications. 

Val-lite letters for advertising or de- 
partment identification are 6 in. high, 
finished in bright contrasting Chinese 
red for high visibility. They are attached 
by two spring steel clips which fit into a 
retainer lip built into the fixture. 


„Letters for advertising lighting fixture 


fasig 


to retainer lip with two steel clips 


WEN Бо 

Two heavy-gauge sheet steel mount- 
ing brackets are furnished with each 
fixture to provide support for single or 
continuous line installations by pipe or 
chandelier method of suspension. 

Units are wired for 110 volt, 60 cycle, 
АС operation. Kent-Moore Organiza- 
tion, Inc. (Lighting Div.), General Mo- 
tors Bldg., Detroit 2, Mich. 


CURTAIN WALL PANELS 


Stainless steel panels for curtain wall 
construction are featured in a current 
display at the Stainless Steel Industry 
Exhibit, 101 Park Avenue, New York, 
N. Y. 

. Sponsored by the American Iron and 
Steel Institute in recognition of the in- 
.creasing interest in curtain wall panel 
construction for office and industrial 


.. buildings, the exhibit comprises display 


units of various.designs submitted by 
leading manufacturers of stainless steel 
panel wall materials. 

One feature of the display enables the 
viewer to see how a particular pattern 
wil appear in association with other 
masses of stainless steel. American Iron 
and Steel Institute, 350 Fifth Ауе., 
New York, N. Y. 

(Continued on page 206) 
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Standards of Living 


Architecture has always reflected the standard 
of living of its period. Today, aided by the many 
technical advances at our command, it is more 
than ever possible to raise those standards 
when planning living space for ‘today's 
Americans, ^" С 


However, for the millions who are destined to 
live in the low-cost housing now being planned, 
some long established standards are .heing 
lowered. 


The standard appearance of a well plastered 
wall cannot be matched by means of rough 

| carpentry. When wallboard is nailed directly to 
the rough framing, the resulting wall surface is 
no more true and even than any job of rough 
carpentry can be. 


The standard of sound construction provided by 
interior plastering cannot be matched by any 
piece-by-piece wallboard application. Plaster- 
ing makes ceilings and walls into one monolithic 
structure, truly constructed with the building. 


For buildings large and: small, finishing lime 
from Northwestern Ohio has long been the 
accepted standard. Our twin brands: Ohio 
White Finish and Hawk Spread, scientifically 
processed from hand picked, kiln burned rock, 
are always of uniform good quality, 99⁄2% 
pure. Easily identified by their zigzag bags, 
they should have your wholehearted approval. 
There ís none better. 


The OHIO HYDRATE & SUPPLY Co. 
WOODVILLE, OHIO 


LOOK FOR THE ZIGZAG BAGS 
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Stainless - 
ІП | 
^ Industry 


WHY is stainless steel equipment becoming 
so increasingly important? WHAT are the 
specific applications? HOW about grade se- 
lection, corrosion resistance, forms available, 
and fabrication? SEM | 
The booklets' illustrated here (and others 
in preparation) give you the answers, based 
on industry-wide data and research by the 
recognized authority on fabrication and appli- 
cation . . . valuable to management and oper- 
ating men, technologisis, buyers, designers, 
fabricators, and distributors. 
| Size 814" x 11", the "INDUSTRY BOOK- 
LETS" together coñtain a number of specially. 


written articles, many pertinent photographs, . 


charts and tables. Май the coupon! 


ALLEGHENY LUDLUM STEEL 


CORPORATION 
The Nations Leading Raducer of 


ии, eke МР looms. 
PITTSBURGH, PA... . Offices т Principal Cities 
Allegheny Metal is stocked by all Jos. Т. Ryerson & Son, Inc., Warehouses 
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Check the Industry Booklets you want, then attach this coupon to your letter- 
head and mail today to: 


ALLEGHENY LUDLUM STEEL CORP., Pittsburgh 22, Pa. 
(check ail 7 if you wish) 
C] Brewing Г] Chemical 


DEPT. АК-81‹ 


Dairy [] Food Processing 


[1 Laundry Meat C] Petroleum 
NAME i 
TITLE 
COMPANY. 
ADDRESS : 
CITY ZONE STATE__ 
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focal point 
for NEW 
ideas 


Right here, in these two buildings, 
you'll find the very latest products 
and ideas for heating, ventilating 
and conditioning air in every type 
of building, factory and home. 
More than 200 exhibitors and 
their technical staffs will be on 
hand to discuss and demonstrate 
the most efficient, economical and 
durable installations. 


You won't want to miss this chance 
to get fresh ideas and see new 
products that will help you to de- 
sign and build more successfully. 


So make your plans now to attend 
this most instructive, valuable expo- 
sition... and bring your asso- 
ciates. 


‘Management International Exposition Company 
Grand Centra} Palace, New York 17, N. Y, 
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CLOSET HARDWARE 


The Dexter closet latch keeps all hard- 
ware for the closet door on the outside. 
In place of the usual complete latching 
system, there is only a friction bolt, 
tapered on each side of the latching end, 
and backed by a compression spring. It 
is said to be firm enough to keep the 
door securely latched, yet to open and 
close easily with a simple push or pull. 
The knob and rose screw to the outside 
of the door. 

Aside from the usual face plate and 
striker plate mortises, installation re- 
quires only a 1546 in. dia. hole bored 1 in. 
into the edge of the door. The National 
Brass Co., Grand Rapids, Mich. 


PROJECTION SCREEN 


A new fabric called Vyna-Flect has 
been developed to overcome two projec- 
tion screen hazards — fire and mildew. 
The new fabric is vinyl plastic which has 
glass beads bonded to it with a thermo- 
plastic. Vyna-Flect also is said to have 
longer lasting whiteness and great im- 
provement in brilliance. Radiant Mfg. 
Corp., 2627 W. Roosevelt Rd., Chicago 
8, Ш. 


PLASTIC COATINGS 


А series of protective plastic coatings 
for industry, Krylon No. 200, is now 
available in white, machine gray and 
crystal clear. | 

Described as resistant to fading and 
discoloration from sunlight or industrial 
fumes, Krylon 200 white can be sprayed, 
dipped or brushed on. Intended for use 
either as a prime coat or with additional 
coats, it is said to need only air drying. 

The entire series 1s reported to be 
highly resistant to abrasion and to have 
good bonding characteristics to both 
metal and wood. Foster & Kester, Phila- 
delphia 32, Pa. 


MOLDED PIPE INSULATION 


Fiberglas PF Pipe Insulation, Type 80, 
is designed to protect pipes at tempera- 
tures up to 800? Е, a 200-degree advance 
over the Туре 60 Fiberglas pipe insula- 
tion heretofore available. 

Туре 80 is made of glass fibers bonded 
by a thermosetting binder and molded 
in cylindrical form in all standard sizes 
up to 30 in. Owens-Corning Fiberglas 
Corp., Toledo 1, Ohio. 


THE ORIGINAL 
RITE-LOCK 


for 


SLIDING DOORS 


Single assembly 

easily installed 
by simple cut-out, 
even in narrow ii 
stiles. No mortis- 


doors 1” — 
2" thickness, 
with a 34" ward- 
robe type. Thumb | - 
button emer- * 
gency, 5-pin 
tumbler cylinder or latch type may be had 
interchangeably. Exterior parts solid brass. 
Escutcheons measure 4⁄2” x 2%”. 


MINIMUM BACKSET DEADLOCKS 
FOR STANDARD CYLINDERS 
` Сап Be Keyed to Any Job 


For narrowest extruded 
aluminum, structural 
steel and wood stiles. 
Series 970 Deadlocks 
for standard cylinders. 
have 3%" backset, 1%." 
depth. Fifteen other 
standard backsets to 
А 134". Series 980 identi- 
cal except for 34” dia. pin tumbler cylinder 
and "; backset. Rugged steel and brass. 
construction, armored bolt with 2$" throw, 
bronze or aluminum {асе and strike, Radius, 
flat and bevelled faces interchangeable. 


TEMPERED GLASS DOOR 
DEADLOCK 


Takes the place of 2 locks. 2 Р se 


ZR 


single or double bolts and 1 or 2 
cylinders. Handle operates bolts 
in sequence, cylinder locks 
handle, Designed for and can be installed in. 
any tempered glass door top or bottom channel. 
4 sizes: 1-15/16'' High x 1-13/32" Wide. 


CYLINDER SLIDING DOOR 
LOCK 


Operates by cylinder from one or both. 
sides. Fits all standard cylinders with. 
adapter cams furnished, (specify when 
using Yale or Sargent cylinder). Solid. 
bronze face, strike & bolt. Heat treated. 
aluminum alloy case. Use your own cylinders and. 
trim. Also used as jimmy-proof lock. 


Also — Adams-Rite Solid Brass Sliding Door 
Flush and Edge Pulls, Surface and Jamb Bolts: 
and Ball Latches 


ADAMS- RITE — 


MANUFACTURING COMPANY 
$40 УУ. Chevy Chose Dr., Glendole 4, Coh. 4 
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о omnee key men — including WILLIAM J. 
KILLIAN — work industriously, day in and day 
out, to provide you with clear, concise and practi- 
cal solutions to your heating and ventilating 
problems. These men are Herman Nelson Branch 
Managers and Product Application Engineers, 
They are a carefully selected, thoroughly expet- 
ienced group of men who know all phases of 
heating and ventilation of industrial, commercial 
and institutional buildings. 


Strategically spotted from coast to coast, Herman 
Nelson Product Application Engineers specialize 
in studying the "dollar and cents" angle of your 
problems as well as technicalities involved. They 
regard your customers as their responsibilities . . . 


dur 
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and their work is finished only when there is 
complete assurance that Herman Nelson Products 
аге functioning to the customer's entire satisfac- 
tion. Herman Nelson service, however, extends 
beyond these capable representatives. More than 
200 Distributors and Stocking Jobbers, with per- 
sonnel trained in the application and installation 
of Herman Nelson Products, work closely with 
Herman Nelson Branch Offices and Product Ap- 
plication Engineers. 


There is no substitute for prompt, efficient serv- 
ice— which is probably one of the principal 
reasons why Herman Nelson has been а leader 
in the heating and ventilating field for nearly 
half a century. 


THE HERMAN NELSON CORPORATION 


Since 1906 Manufacturers of Quality Heating and Ventilating Products 


MOLINE, ILLINOIS 
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DRYS HANDS OR FACE 


25'/, FASTER 


THAN EVER BEFORE 


Now you can provide 24-hour hand or face 
drying sorvice in your washrooms, and elimi- 
nate your towel problem completely! The new, 
faster-drying Sani-Dri drys quickly and thor- 
oughly with a stream of hot air, the most 
sanitary method known. À new heating ele- 
ment and faster-flow nozzle makes it the 
fastest drying machine of its kind . . . 25% 
faster than beforel Sani-Driers are ideal for 
modernization of old washrooms or new in- 
stallations, They have been installed and used 
in every civilized country and in every climatic 
condition. They have stood the test of time for 
22 years! 


SAVES 85% OF WASHROOM COSTS 


Sani-Dri pays for itself out of savings. No buy- 
ing or stocking of towels, No unsanitary litter 

, no fire hazard , , . no paper-clogged soil 
pipes . . . no servicing of empty towel cabinets 
—Sani-Dri gives years of continuous automatic 
drying service with little or no maintenancel 
Mail coupon for complete informati 


USERS REPORT; 
"22 Years of 
Continuous 
Drying Service" 
“Our 60 Sani-Driers 
have been in continuous 
use since we installed 
them in 1927 and are 
still giving excellent 
service. We figure they 
paid for themselves in 
less than two years, 
and have made our 
washrooms neater and 
more sanitary at a very 

low cost.” 
(Names of Users Seni 
Upon Request) 


Built-in wall model for 
new installations. 


Distributors in Principal Cities 


ШЕШН инин MINIM Ыры GNE Guam 
i GET THE LATEST FACTS! 1 
Hs New brochure 1082 shows both 
l 24 built-in wall and pedestal mod- 
| à els of new faster-drying Seni- | 
| 3 Dri electric hand 


У dryer. Write today! 
Distributors in Principal Cities 


[тне CHICAGO HARDWARE FOUNDRY CO. 
"Dependable Since 1897” 

| 8119 Commonwealth Avenue | 
NORTH CHICAGO, ILL. 


1 
| НИ | 
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softeners, treating chemicals, water fil- 
ters, taste and odor removers and aera- 
tors. Operating processes are explained. 
The equipment is shown in photographs 
and diagrams. 20 pp., illus. Elgin Soft- 
ener Corp., Elgin, Ill. 


Paint Selection 


The Wilbur § Williams Co. Paint 
Selection Check Chart. Lists various Wil- 
bur & Williams industrial paint coatings 
with high chemical resistance for appli- 
cation to floors, interiors, exteriors 
and castings. Sixteen characteristics are 
rated for each, including application to 
damp or rust surfaces, brushability, 
sprayability, weathering, abrasion re- 
sistance, drying time, coverage and cost. 
6 pp. The Wilbur & Williams Co., Green- 
leaf & Leon Sts., Boston 15, Mass.* 


Metal Letters 


Knight Metal Letters § Figures (Cata- 
log No. 28). Catalog presents 56 styles 
of letters and figures available. Sizes, 
types of metal available, and width and 
thickness of each style are listed. Uses, 
methods of attachment to various sur- 
faces, and illustrations of the letters are 
included. 20 pp., illus. Н. W. Knight & 
Son, Inc., Seneca Falls, N. Y. 


Heating and Air Conditioning 
Outlets, Grilles 


Registers, Grilles, Scoops by Stewart 
(Catalog 50). Illustrates and gives speci- 
fications for line of deflector outlets, 
grilles, units to deflect air from supply 
duct into a collar, controllers to limit 
volume and secure even air distribution 
from registers, and also lattice, and wall 
and baseboard registers. An outlet sizing 
and engineering data section is included. 
36 pp., illus. Stewart Mfg. Co., Inc. 610 
Bloomfield Ave., Bloomfield, N. J. 


LITERATURE REQUESTED 


'The following individuals and firms 
request manufacturers' literature: 

P. L. Phillips, R 3, Box 303 A, Charles- 
ton, W. Va. 

Paul L. Snyder, Architect, 1021 W. 
Fourth St., Charlotte, N. C. 

James S. Sudler, Architect, 302 Col- 
orado Bldg., Denver 2, Colo. 

James L. Williams, Jr., Architect, 
610 B New Jersey Ave., Norfolk, Va. 


Here's — 
_ Understand | 


Building owners and mainte- 
nance engineers like the sim- 
plicity of Webster System 
Convector Radiators. Fully re- 
cessed—they occupy no floor 
space. Prefabricated — they 
require no separate work to 
connect up trap or valve. That 


the floor flows into the opening — rises 
when heated in passing over the “Соп- 
vector" (a heating surface much like your 
automobile radiator) then returns to the 
room under the window, effectively off. 
setting any cold down draft of air from 
the window. 


saves installation cost. Effec- 
tive Webster Radiator Valve 
permits instant 100% shut off 
— no damper is needed. 


When remodeling space in a 
steam heated office building 
use Webster System Con- 
vector Radiation. You will like 
it. Your clients will like it. 
Bulletin B-1500-C gives com- 
plete details. 


Address Dept. AR-11 
WARREN WEBSTER & CO. 


Camden 5, М. J. Representatives in Principal Cities 
In Canada, Darling Brothers, Limited, Montreal 


CU еб зз бел 


SYSTEM RADIATION 
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This is the new Fiberglas Coated Duct Insulation. Use it either in- 
side or outside the ducts. It has high sound absorbing properties— 
especially in low frequencies where objectionable fan noise occurs. 


Fiberglas Aerocor* is an exceptionally light weight, 
highly resilient, blanket-type insulation especial- 
ly suited for round or irregularly shaped ducts. 


These are features your clients are looking for: 


FIBERGLAS DUCT INSULATIONS 


Are EASY to Apply . . . LOW in Installed Cost 


-\W/ HEN you are faced with a challenge to reduce plant 
operating costs, Fiberglas Duct Insulations can be of 
real help to you. 

Fiberglas is vot just another type of duct insulation—it’s 
really unique. Fiberglas Duct Insulations have extremely 
high thermal efficiency for saving fuel and power, yes. But, 
they have other important advantages not combined in any 
other insulation. They're “light as a feather’ —eliminate 
the need for extra supports. They are easy to cut and trim 
...can be quickly applied by standard methods. And, like 
all Fiberglas Insulations, they are made of glass fibers that 
can't feed flame, can't rot, can't sustain rodents or vermin, 
are unaffected by moisture...in other words, Fiberglas 


Fiberglas Aerocor is available in long 
continuous rolls—one half and one inch 
thicknesses and widths of 54 and 72 inches. 


-OWENS-CORNING 


FIBERGLAS 


жас ча FAL one 


*Fiberglas (Reg. U. S. Pat. Off.) and Aerocor are 
the trade-marks of Owens-Corning Fiberglas Cor- 
poration for products made of or with glass fibers. 
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Fiberglas PF (Preformed) Insulation is 
available in 5 degrees of rigidity and 
has excellent acoustical properties. 


Duct Insulations give longer life and trouble-free 
service. Cost? Actually less than most insulations that approach 
them in thermal efficiency. Even more important, their ap- 
plied cost is substantially lower than ordinary insulations. 

Shown above and below are 3 standard forms of Fiber- 
glas Duct Insulation—one or more of these 3 will permit 
you to specify exactly what is needed for maximum in- 
sulating efficiency. Write today for design data and full 
information on how to specify Fiberglas Duct Insulations 
to the best possible advantage in the plants or buildings 
of your clients. Phone your local Fiberglas Sales Office 
(in larger cities) or write Owens-Corning Fiberglas Cor- 
poration, Dept. 831, Toledo 1, Ohio. 


Fiberglas(TW-F) insulating Wool is 
a general-purpose type insulation 
available in batt and roll form. 


THERMAL 
INSULATING 
MATERIALS 


Address: OWENS-CORNING FIBERGLAS CORPORATION, Dept. 831, Toledo 1, Ohio. Branches in principal cities 
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Trees and Homes 


The Weyerhaeuser program 


of tree farming means there will 


always be good lumber 
for good homes 


Russ: IS А CROP—it is one of 
the few major renewable resources. 
It is a crop that requires planned 
harvesting, regrowth and protection. 

Careful harvesting removes the ma- 
ture trees and releases forest land for 
the young growth, for natural re-seeding 
and supervised planting. Good forestry 
practice protects the new growth from 
such forest enemies as fire, insects and 
disease. 


This is the concept and practice of 
Weyerhaeuser in the management of 
timber resources. 


As a result of continuing research, 
Weyerhaeuser mills and processing 
units, with improved machinery and 
more efficient methods, are converting 


more and more of the log into better 
lumber and other useful forest products. 

Weyerhaeuser 4-Square Lumber is 
properly dried—it is precision manu- 
factured to exact lengths and sizes, and 


accurately squared—it is ready-to-use 


as it comes from the mill... without 
needless sawing, fitting, or material 
waste. This saves lumber while con- 
tributing to building economy. 


Our forests are rapidly approaching 
the basis of a sustained yield at which 
the new growth will equal the harvest 

. . and lumber, the best and most 
economical building material, and 
other forest products will be available 
to serve America today, tomorrow, and 
for generations to come. 


WEYERHAEUSER 4-SQUARE 


LUMBER AND SERVICES 


FIRST NATIONAL BANK BUILDING * SAINT PAUL 1, MINNESOTA 
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OUR BUSINESS IS 


IMPROVING 


YOUR BUSINESS 


They are Business Builders and Industry Pace-Setters... 
thanks to continual York Research and Development. 


For instance, York's new packaged air condition- 
ing units for 1950—now available to your clients 
—contain many unusual and outstanding features 
such as a completely hermetically-sealed refrigera- 
tion system that is tamper-proof and trouble-free 

. the V-shaped Cooling Maze Coil that acts as 


an air wringer to give greater cooling and dehu- 


midifying capacity and the Atmostat which func- 
tions as a humidity balancer at all seasons of the 
year. York has also perfected a complete new line 
of V/W Compressors in sizes from 30 hp to 150 
hp for use with either Freon or Ammonia. It's 
to your advantage and youe clients’ to keep 


posted on these important York developments. 


That's standard York Policy. Knowing that owner satisfac- 


tion is important, York asks you to consider this up-to-date 


“$ее Your 
Architect, 
Engineer, 
Contractor 
First" 


policy in the light of the advantages inherent in all York 


Equipment. Behind your services York places this support: 


a complete line of equipment 

competitive prices ` 

accurate, dependable product ratings 

technical assistance based on "case histories" 
cooperation with architects, engineers, апа contractors 
practical help from York-Trained Engineers 

а national organization 

continuous product research and development 
certified maintenance 


If your plans require mechanical cooling, call upon the complete assist- 
ance York Sales Engineers can offer. York has a wealth of technical data, 
obtained from thousands of installations of all types. York feels that the 
personal assistance method is the best means of getting it into your 
hands. Call your York District Office. York Corporation, York, Penna. 


PIONEERS INVENTION AND DEVELOPMENT SINCE 1874 


брошь, an be 


HEADQUARTERS 


FOR MECHANICAL 


COOLING SINCE 


1885 
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TROFFERS 


Smithcraft Troffers (with Albalite glass) were chosen for the 
entire executive floor of the new John Hancock Building in 
Boston. Pattern lighting was required . . . and Smithcraft 
Troffers were selected because they permit complete freedom 
of lighting "expression" by the architect — without use of 
special or expensive accessories. Smithcraft Troffers effect- 
ively cut down the usual time and cost of installing recessed 
fixtures, because only Smithcraft provides the patented 
Aligner Hanger, cushioned Glass Frame, captive reflector 
fasteners, as well as unexcelled light distribution. These 
are features of importance to architect, engineer and con- 
tractor . . . features that make Smithcraft Troffers "America's 
Finest Recessed Lighting Fixture". 


There's a 20-page booklet 
"Architectural Troffers" that 
tells you why Smithcraft 
. Troffers are being specified for 
more and more outstanding 
installations throughout the 
country. Send.íor your: cópy^ ° [| 
today. 


LIGHTING DIVISION 


CHELSEA 50, MASSACHUSETTS 
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In what ONE magazine will your building product advertising... 


Reach tle greatest number of architects and engineers 
at the lowest cost per page per thousand 


Reach the architects and engineers who PROVABLY are 
responsible for plans and specifications for over 80% of 
all architect-designed iced 


_ The answer er 1$ 


| Architectural Record, 
the magazine "o | 


_ 1.  Editorially hp the kind of f building activity that 
c means business for architects, шша апа и 


2. Is preter ed by architects and architectural engineers 
above all other technical ше Do 


3. Caries more advertising, for more manufacturers of 
building products, than any other. archite : 


4. Is published by F.W. Dodge Corpor 
uses continuously the 700-man Dodge ne 
_ organization to learn which architects and en 
are active (to guide circulation policy) and - vt 
: hal jt are c od (m guine e editorial pon 


Architectural Record is your “Pivot Paper" for productive and 
economical advertising in the building market. By Pivot Paper we mean this: 


Builders, general contractors, owners and certain sub-trades are vital buying factors to you, too. They, like 
architects and engineers, must be sold in terms of their specialized interests. There are powerful vertical 
business papers whose sole purpose is to serve these men and no one else. We urge you to use them. We 


urge you to consider this: 


А combination of Architectural Record and leading vertical magazines (read by 
those men you know you must sell) will give you more effective coverage of more architects, 
engineers, contractors, distributors, sub-contractors and end customers, at a lower unit cost, 


than you can obtain through any “horizontal” medium. 
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Неге is why Architectural Record is your Pivot Paper 
to sell the quality building market controlled by the architect-engineer: 


ARCHITECTURAL 


architects and engineers who work with architects, 


: - Thirteen competitive awards for editorial excellence. 
e LARGEST NUMBER OF ADVERTISERS. | 
LARGEST VOLUME ОЕ ADVERTISING. 


Every statement made here is demonstrable in 
terms of your specific interests. We’re ready to 
give any interested media director, account 


executive or advertising manager the market 


and media facts he needs to support his 1950 ARCHITECTURAL RECORD 


recommendations. Just call or write the nearest 
: PUBLISHED BY F. W. DODGE CORPORATION 


Record regional office. 
NEW YORK CLEVELAND CHICAGO LOS ANGELES SAN FRANCISCO PORTLAND 
119 West Fortieth Street 321 Hanna Building 700 Merchandise Mart 672 South LaFayette Park Square 1003 TWA Building 907 Terminal Sales Building 
Pennsylvania 6-1500 Cherry 7256 Whitehall 4-4400 Dunkirk 8-2286 Yukon 6-2522 Atwater 4107 
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EA — Perfectly Matched Hardwood Panels 


— Numbered for 'Round-the-Room Continuity 


Roddiscraft Hardwood Plywood in paneling 
complements the craftsmanship that goes into 
your architectural designs. Panels are matched 
by number in strict accordance with your blue- 
prints. Roddiscraft Plywood is manufactured 
from the best veneers available — both domes- 
tic and foreign — cut, classified, and matched 
with painstaking care by experts who take pride 
in an established tradition of craftsmanship. 
Their thorough attention to detail assures you 


NATIONWIDE Roddiseraft WAREHOUSE SERVICE 


paneling that’s perfectly uniform in color, 
figure, and continuity. 

You can pre-select your exact Roddiscraft pan- 
eling. Flitch samples will be furnished from 
which you can make your selection. Mark your 
choice, and the finished plywood will exactly 
match the sample. 

Ask your Roddiscraft representative for sam- 


ples | Hardwood Plywood. He is ready to 
serve you on any installation problem. 


Cambridge 39, Mass...229 Vassar St. 
Charlotte, М, С.......123 Е, 27th St, 
Chicago 32, IIl,....3865 W., 419 St. 
Cincinnati 2, Ohlo...457 E. Sixth St. 
2800 Medill St. 


Dallas 10, Texas 
Detroit 14, Mich. . 11855 E, Jefferson St. 
Houston 10, Texas. ..2425 Sabine St. 
Kansas City 3, Kan. 35-53SouthwestBlvd. 
І.Т. City, N. Y. Review& Greenpoint Ave. 

San Francisco 24, Cal, 345 Williams Ave. 


Los Angeles 11, Calif. ‚ 2860 Е, 54th St. 
Louisville 10, Ky. ..1201-5 5, 15th St, 


Marshfield, Wis....115 S. Palmetto St. 


Milwaukee 8, Wis.. . 4601 W, State St, 
New York 55, М. Y...920 E. 149th St, 
Port Newark 5, М. J. ...103 Marsh St, 
Philadelphia. Pa.,Pier5,N.DelawareAve, 
St. Louis, Mo 4453 Duncan Ave, 
San Antonio, Texas , , 727 М. Cherry St. 


Rovddiscratt 


RODDIS PLYWOOD CORPORATION 
MARSHFIELD, WISCONSIN 
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eui жт. 


ds re atively simple when you specify Pittsburgh Permatlector Lighti B 
Equipment. Pittsburgh Reflector Company has the equipment 
and know-how required to give you: efficient, economical illumination 
that exactly fills your needs—whettier your plans call for fluorescent 
| . Orincandescent light or a combination of both. You will find it worth- 
Mes v the 208 a while to discuss your problems with Pittsburgh Permaflector Engineers. 
_ ereicent-incandescent units. | Why not call or write today? 


TSBURGH RerLecTor COMPANY = 


Permatlector 


ER BUILDING PITTSBURGH 22, PENNSYLVANIA 


NUFACTURERS OF FLUORESCENT & INCANDESCENT LIGHTING EQUIPMENT 
Permatlector Lighting Engineers in АП Principal Cities 


РТ SBURGH PERMAFLECTOR LIGHTING EQUIPMENT 1$ DISTRIBUTED BY BETTER ELECTRICAL WHOLESALERS EVERYWHERE 


Order department in warehouse of Hibbard, 


Spencer, Bartlett & Co., nationally famous 
hardware wholesalers. Completely air-con- 
ditioned; all windows glazed with Thermopane. 
Designed by Engineering Systems, Chicago. 


THEY WANTED IDEAL WORKING CONDITIONS 


727 GOT ет! 
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Designed to build sales by filling and shipping 
orders in six hours, the new Hibbard, Spencer, 
Bartlett & Co. warehouse in Evanston, Ill., is а 
model of good planning. 

'The efficiency starts in the order department, 
which is air conditioned and where every window 
is glazed with Thermopane insulating glass. 
Result? Efficient heating and air conditioning 
provide ideal working conditions for employes. 

Winter and summer, every order clerk has 
plenty of light. Even up close to the windows 
there: are no annoying drafts. Тйегторапе, a 
thermal insulator, ensures efficient, controlled 
room temperature—with virtual freedom from 
condensation on the windows in winter. Being a 


FOR BETTER VISION SPECIFY THERMOPANE 
MADE WITH POLISHED PLATE GLASS 


sound deadener, too, Thermopane minimizes dis- 
tractions from street noises and provides quiet 
working conditions. 

To adapt these ad- 
vantages to your needs, 
let us give you the full 


Two Panes of Glass 


Blanket of Dry Air 
facts on Thermopane— 
the modern, cost-saving popdermetic 


windowpane for offices, ни 
schools, hospitals, plants, 
stores and commercial 
buildings. Call your near- 
est Libbey-Owens:Fozd 


Glass Distributor or write 
us direct. *® 


26119 Nicholas Building, Toledo 3, Ohio 
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Cutaway view of Thermopane 


-------- MADE ONLY BY LIBBEY: OWENS: FORD GLASS COMPANY 


А | | 
SEATTLE, WASH. Federal Reserve Bank of 


San Francisco 
architects—Maramore, Bain, Brady & Johanson 
contractor—Kuney Johnson Со. 


-| <TULSA, OKLA. 
First National Bank 
architects—Carson & Lundin (М. Y.) 
contractor—Manhattan Const'n, Со. 


DALLAS, TEXAS ......> 


Mercantile National Bank 
architect—Walter Ahlschlager 
contractor—Henger Construction Co, 


Why All These Buildings Are Banking on Q-FLOORS 


‘Because their owners wanted: Quick, dry, clean, noncombustible, 
quiet construction of Robertson steel Q-Floors . . . and the savings 
Írom fast construction, for Q-Floors with structural steel frame 
permit occupancy 15 to 20% earlier... and the extra revenue 
resulting from earlier completion date... and electrical availability 
over entire floor, 

Tenants can have electrical outlets exactly where wanted on any 
six-inch area of entire exposed floor. Án electrician drills only a 
small hole for a new outlet. With no trenches to dig, no muss, the 
whole job is over in a matter of minutes. 

The cost of electrical alterations is almost eliminated. No matter 
how much new equipment, such as business machines, dispensing 
machines, projectors, communication devices, come into office 
routine, these buildings always will be electrically ready. А 

Find out how these other buildings cut construction cost and got 
permanently flexible floor layouts. Write for free Q-Floor catalog. 
Address Н. Н. Robertson Co., 2404 Farmers Bank Building, 
Pittsburgh 22, Pennsylvania. 


Steel Q-Floor is shown here with sus- 
pended ceiling and a condensed presen- 
tation of mechanical equipment needed 
-in a modern building. The steel cells are 
crossed by a raceway which carries 
wires for all electrical systems so that 
an outlet can be located on any.six-inch 
area, in a few minutes. You can see 
Q-FLOOR fittings at any construction 
materials distributor for the GENERAL 
ELECTRIC СО. 
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Over the years there'll be many space changes made in the new John 
Hancock Mutual Life Insurance Co. Building, Boston, Mass. John 
Hancock will continue to grow and operational methods will change. 


But in this beautiful structure, new floor layouts will be made 
quickly, easily and at lowest possible cost because Hauserman 
Movable Steel Interiors are used throughout 23 floors. 


Architects 

ram & Ferguson 
Builders 

Turner Construction Co. 


HAUSERMAN MOVABLE STEEL INTERIORS 
7 daaune Lou Wlatutewauce Casts 


These handsome walls won't chip, crack, 
Í ¿warp or scale. They save thousands of dollars 
by eliminating the need for patching and 
repainting. Independent laboratory tests 
prove that Hauserman's baked-on finishes 
will withstand a washing every day for 1,000 
years with commercial cleaning solvents. 


HAUSERMAN MOVABLE STEEL INTERIORS „#гд#те Excellent Souad Cautrol 


These solid, rigid interiors minimize sounds in two ways. Hauserman Movable Steel Walls keep out 
more inter-office noise than tile and plaster construction, yet are only half as thick. And;Hauserman 
Acoustical Steel Pan Ceilings absorb approximately 85% of all the sounds that strike them. 


HAUSERMAN MOVABLE STEEL INTERIORS 
гле Zutchly aud Easily Woved ^ 


Whenever new floor layouts will promote 
operational efficiencies, Hauserman Steel | 
Walls are quickly moved ... . often after — 
working hours. There's no muss or fuss and — 
all units can be completely re-used. — 


HAUSERMAN MOVABLE STEEL INTERIORS fre еа 


There are many distinctive and authentic wood grain finishes for 
handsome executive suites. And there are 60 beautiful colors that 
range from natural hues through the pastels to match any decorat- 
ing scheme. All of these finishes are baked-on to last a lifetime. 


THE E. F. 


6720 GRANT AVENUE e 
Branch Offices in Principal Cities — See Phone Book 


AI 


Specialists in Service 


We assume undivided respon- 
sibility for complete interiors 
‚.. Shop drawings, building 
measurements and installation. 
We supply all products complete 
with hardware, wiring raceways 
and accessories. Our experienced 
erectioncrews are оп call for alter- 
ations and additions, Our engi- 
neers are always at your service. 


еЗ 


С 


OTHER ADVANTAGES 


Earlier Occupancy .. . all units arrive at your 
| building completely finished and ready-to-install; 
-- — there's no waiting for several coats of plaster and 
paint to dry. Incombustible Materials . . . all 
Hauserman materials are totally incombustible. 


HAUSERMAN COMPANY 


CLEVELAND 5, OHIO 


ees 


Built-in Electrical Raceways . . . save on initial 
wiring costs and permit easy additions of enclosed 
wires and outlets. Unit Panel Construction .. . 
single units can be quickly removed and replaced 
for utility inspections and repairs. 


Catalog to Help You Plan 


You'll find Movable Steel Interi- 
ors to meet your exact require- 
ments in our complete, 68-page 
Hauserman Catalog 49. Write 


‘for your copy today. | 


Apartments at 930 Grand Concourse, А р у 
Bronxville, М. У. Ashley Apartments, Hae is the excitement of apartment living—a fine modern 
Inc, Builders and Owners. Н. building, planned for comfort in every detail. There's a 


Herbert Lilien, Architect. . 
sweeping view from every room through Lupton Casement 


Windows. Sturdy metal frames will not warp, swell, shrink or 
rattle. With Lupton Metal Windows, air flow is always natural, 
draftless. Ventilators open to any amount—even up to 100% 
of window opening. Equipped with beautifully designed lock- 
ing hardware that allows finger-touch operation. Bronze wire 
screens with narrow metal frames available. There is a Lupton 
i Metal Window for every type of building. Write for our 


catalog or see it in Sweet's. 


MICHAEL FLYNN MANUFACTURING CO. 
700 East Godfrey Avenue, Philadelphia 24, Penna. 
Member of the Metal Window Institute 


LUPTON 
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4 iios 
STOP. LOOK AND READ HOW 


ASILY 


ў 


CUTS INSTALLATION COST 
KEEPS MAINTENANCE LOW | 
GIVES MAXIMUM BUSWAY FLEXIBILITY 


Because Trumbull LVD FLEX-A-POWER® is made in pre-fabricated 
units, you save money with this system these three ways. 

The units are easily and quickly put together . . . no special engi- 
neering skill is required for installation. This means that many expen- 
sive time and labor costs are eliminated for a lower “installed cost.” 

Not only is тур pre-fabricated, but it is pre-engineered so that 
you can predetermine electrical performance 
before actual installation. This advantage is 
an important factor in minimizing voltage 
drop and in keeping machine efficiency high. 
LONG-LIVED MATERIALS — 

Another advantage — LVD FLEX-A-POWER 
materials do not deteriorate even under the 
most severe operating conditions, thus assur- 
ing years of satisfactory service without costly 
maintenance repairs, 

ADAPTABLE, ‘‘TAKE-APARTABLE”’ — 

LVD FLEX-A-POWER is readily adaptable to 
any power distribution problem you may have. 
Fast to install, its convenient "take-apart- 
ability" allows you to relocate your LVD system 
without replacing a single part! | 

Learn more about the many advantages of 
LVD. Write for Circular TEC 152 today. THE 
TRUMBULL ELECTRIC MANUFACTURING COM- 
PANY, Plainville, Conn. 
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#ллгилолг... А New Store Book 


"Planning Stores 
That Pay" 


by Dr. Louis Parnes, A.I.A. 


far 


Architects and Store Designers, 
Department and Chain Store 
Administrators 


“The great majority of de- 
partment stores today are 
not making the most effi- 
cient use of their space,” 


h D 
Ay, 
UTE 

he. 


says Dr. Louis Parnes, interna- 
tional authority on store planning. 


"This is due to haphazard growth and 
bad planning . . . The tremendous oc- 
cupancy costs, which absorb 6% or more 


of gross sales, can be cut down in relation to 


sales by good design." 


Ben Schnall Photo 


An 
Architectural 
Record Book 


In his new comprehensive study "Planning Stores that Pay," Dr. Parnes demonstrates the 
amazing degree to which architecture — as expressed in counter lengths, traffic flow, etc. — speeds 
and increases retail sales, not only for department stores but for specialty and chain stores. Point by 
point he conducts a tour of the store to illustrate the right and wrong aspects of profit-making desigh. 
He shows how to compute such diverse factors as, say, the ideal width of show windows and the op- 


timum number of chairs in a shoe department. 


With more than 500 illustrations, he explores every de- 
tail of the store and its arrangements — entrances, arcades, 
show windows, transportation systems, furniture and fix- 
tures, receiving and shipping facilities, floor and depart- 
ment layouts, display arrangement and lighting, and all 
the hundreds of ttems that go to make up a modern 
merchandising machine. Everything is calculated from the 
viewpoint of efficiency, and the contribution of each part 
of the store to the process of selling goods profitably is 
the criterion of its recommended design. Diagrams, charts 
and scale drawings, from hundreds of leading stores and 
from the works of America's greatest store architects, 
prove each point graphically. 


Why Every Department Store - Old or New 
— Now Needs an Architect's Service 


Composite statistics of department store income and 
expense have long been put to invaluable use in stepping 
up store efficiency. Dr. Parnes shows how they also can 
be used as a precise basis for designs that automatically 
enhance sales . . . and reveals the enormous potential 
profits thus available. The first store to be thus fully en- 
gineered will have extraordinary advantages! But mean- 
while every department store in the country can begin at once 
to plan its architectural transformation. 


A Basic Textbook on Store Architecture 


"Planning Stores That Pay” is a book of basic principles, 
but specific ideas flow from its pages in rapid succession, 
A single chapter has enough suggestions to launch a 
number of long-term projects in store layout, equipment, 
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etc, Any department store administrator can see that it 
will pay him to call in private architects for immediate 
replanning, and that such replanning may well pay for 
itself a hundred times over. 

Department stores have exhausted great resources of 
effort and ingenuity to maintain their life-line margin of 
profit. The fact that "Planning Stores That Рау” suddenly 
injects into this situation sensational new weapons for 
combatting competition makes this an extremely valuable, 
1f not indispensable, book for architects and store admin- 
istrators, With it they can speak each other's language, 
work together, and make the most of today's great 
opportunities. 


Order Your Copy Now 

"Planning Stores That Pay" is now available to you 
at the price of $15 per copy. But because the demand 
for this book is exceeding even the most sanguine ex- 
pectations, the initial printing may soon be exhausted. 
Therefore, to make 
sure of your copy of 
this new, basic text 
on advanced store 
design and planning, 


order your copy now. 


А Е .Ү. €. add 2% sales tax. 
Use the convenient or N. ue Eo ARR ARA tx 
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BOOK DEPARTMENT, ARCHITECTURAL RECORD 
119 West 40th Street, New York 18, М. Y 


Over 500 photographs 
and diagrams of floor 
plans, store fronts and 
interiors, 


Features 112 stores and 
shops . . . the work of 
more than 60 architects 
and designers. 

300 pages; 8% x 11%; 
heavy, durable, cloth 
binding; 80 lb. coated 
stock; Detailed Table of 
Contents; Сотргеһеп- 
sive Index. 


TABLE OF CONTENTS 


. Introductory Survey 

2. City Planning Con- 
siderations 

3. The Selling Zone 

4, 'The Customers' Zone 

5. The Merchandise 
Zone 

6. The Show Window 

7 

8 

9. 


m 


. The Personnel Zone 
. Interior Lighting 
. Circulation and 
"Transportation 
10, Scientific Surveys and 
Data 


CONTENTS OF A 
TYPICAL CHAPTER 


To indicate how logicall 
and thoroughly this boo. 
deals with its subject, here 
are the section headings 
ofa single chapter (Chap- 
ter 3, entitled “Тһе Sell- 
ing Zone"): 


Space Organization. Co- 
ordination and Arrange- 
ment of Central Sales 
Areas. Relative Size of 
Departments. Circulation 
on Selling Floors: Aisle 
Layout; Aisle Densities; 
Equipment Layout. Fix- 
tute Specifications. Self- 
Service Equipment. Flex- 
ible and Standardized 
Equipment. Service Sta- 
tions. Interior Display. 
Interior Column Spacing. 
Productivity, Efficiency, 
and Equipment Layout. 
Special Sales Rooms. New 
Trends in Basements. 
Main Floor Layout. 


A few of the architects 
and firms whose works 
are discussed are: 
Carson & Lundin 

Morris Lapidus 

Shreve, Lamb & Harmon 
Kenneth Franzkeim 
Fred N. Severud 

Harry Devine 

William Lescaze 

Н, Roy Kelley 

John S. Redden 

Albert C. Martin 

John М. Hatton 

Morris Ketchum, Jr. 
Ernest J. Kump 

Stiles O. Clemens 


Enclosed is $.......... for....... copy(s) of "Planning Stores 
That Pay,” by Dr. Louis Parnes, АЛ.А., at the price of $15 per copy. 


The book will be sent Мате, ———————— ÉL 
promptly on receipt Address a ee ee оно неа ооо 
of your order... 

postpaid. ея Saa ER Zone........ State... -.... 
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FOR LOW COST HOUSING!) 


OF HOT WATER HEAT 


EVERYBODY wants Radiant Heating! 
Give them Forced Circulating Hot Water Heat, of 


FORCED 
CIRCULATING 


Thrush System provides com- 
pletely automatic forced circula- 
tion fot new homes or conver- 
sion jobs, The Thrush Radiant 
Heat Control anticipates outdoor 
weather changes and maintains 
room temperature without no- 
ticeable fluctuation. 


course, because it’s mild, steady, economical, and 
ideally suited to radiant panel, baseboard, or radi- 
ator heating. Thrush Flow Control System not only 
offers the best control for Radiant Heating, but 
costs much less to install. 'The controls are simple, 
inexpensive, highly efficient . . . and assure а con- 


tinuous flow of sunny warmth throughout the en- 


tire heating season without thought on the part 


of the owner. RADIANT PANEL HEAT 


LOW OPERATING COSTS, TOO! 


Not only is Thrush System lower in cost because of the simpler and more effi- 
cient controls used, but it is also more economical of fuel. 'There is no overheating, 
never any chilly feeling, no drafts . . . and no fuel is ever wasted. A plentiful sup- THRUSH WATER 
ply of domestic hot water is supplied all the year around by the same heating boiler, GIRGUSATOR 
making further reductions in both installation and operating costs. It is ideal for 
zoning which may also effect installation and operating economies. For more infor- 
mation, see our catalog in Sweet's or address Dept. J-11. 


na THRUSH a company 


| PERU, INDIANA ze | 
IF INTERESTED SEND TODAY FOR THIS FREE BOOKLET Ф 


FLOW CONTROL 
VALVE 
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MODEL 1 
(S-2250) 
The latest word in shower ' 


design and beauty. Inte- 
gral Ball Joint, Concealed 


W | n | р $ Volume Control. 14” size. 


COME FROM THE FAMOUS ORIGINAL 


SPEAKMAN 
phuysticam | 
 SELF-CLEANING 


Shower Heada 


And here’s why— 
A TURN OF THE LEVER GIVES: 


MODEL 2 


(5-2250) soejour 
Pat. Pending CATALOG 


Small, light, compact for 


a Е SWEET'S FILE 
low cost installations. In- ARCHITECTURAL 


tegral Ball Joint. 14” size. 


Needle Spray Normal Spray Flood Spray 


S P E A K M A N COM PA NY for stimulation for relaxation for thorough rinse 


Wilmington, Delaware 
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Manounciug — the Newest in Siding 


SIDING 


ARCHITECTS: Now you can give your homes smart, mod- 
ern beauty at reduced cost. 


You’ve already seen the fine effects that have been obtained with 
Weldtex* when used in large panels. 

Now, that same beauty, that same durability, that same unique- 
ness, is available in Weldtex Siding. 

In Weldtex Siding, the warmth and beauty of natural wood have 
been augmented by grooving the surface with deep, irregularly-cut 
striations. These cut-in grooves lend a third-dimensional quality to 
the surface, breaking up the flat plane and creating pleasant high- 
lights and shadows. 


MANY PRACTICAL ADVANTAGES 


But Weldtex Siding has important practical advantages, too. There 
is no objectionable grain-raising or checking. Expansion and con- 
traction are minimized because the striations relieve surface stress. 

Joint lines are invisible. Face nails are concealed by the deep-cut 
grooving. 

And, the wide 4-foot panels go up fast. Only 20 panels cover a 
square. Savings as much as $60 per small house have been reported 
(based оп a reduction of 70% in labor costs). 

Best of all, the finished job is weather-tight, with a minimum of 
seams. Weldtex Siding takes paint and other exterior finishes per- 
fectly, making a beautiful job which adds to the value of any house. 


FHA APPROVED 


Weldtex Siding is approved by FHA on Federal Housing jobs. 
Write for more information and folder showing typical installa- 
tion details. 


*U.S. Pat. Nos. 2286068, 2363927, 2363492, Trademark reg. 


UNITED STATES PLYWOOD CORPORATION 


55 West 44th Street, New York 18, N. Y. 
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WELDTEX SIDING can be used over any type sheath- 
ing. Fits perfectly on 16" studding. Photo above shows 
the pleasing effect obtained by using a wood lath to 
create a deep shadow line. Weldtex Siding is made of 
3-ply Weldtex plywood, Exterior Grade. 28” thick, pre- 
cut in panels 48" wide, 15 7$" deep. Packed 20 panels 
per bundle (1 square). 


j Plastics and Wood 
yum жи шш шш жы жш жщ шш m тш m == Welded for Good, ma 


UNITED STATES PLYWOOD 521 
CORPORATION 


55 West 44th St., New York 18, М. Y. 


Please send me more infortnation on Weldtex 
Siding plus installation details. 


COMPANY аА ара дан dg 
Address алана ЕЕН Ода RUN 
Cy ite linca EB Gc e 
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For every new home custom-designed to meet the 
owner's needs and wants, there is a home-planning 


"Great Caesar's ghost . . . аз жин 
; : family with money and a hunger for specific buying 
don’t forget us!” _ information. This is the quality owner-occupy market. 


For every manufacturer interested in selling building 

materials, equipment, appliances or home furnishings 

in this profitable market, there is a service that 

effectively and economically delivers specific buying 

information to verified home-planners — at the right 

(“ AN time and in the right manner. This service is Home 
| Owners’ Catalogs. 


Your consumer sales literature belongs in Home 
Owners’ Catalogs if you want the money that be- 
longs to home-planners to belong to you! 


Home Ormas CATALOGS 


119 Wost 40th Street, New York 18, N. Y. 


Е. М. Dodge Corporation's Consumer Catalog Distribution Service 
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Promontory Apartments, 
Chicago, IIl., nearing com- 
pletion. Duraplastic used 
throughoutin concrete col- 
umns 12 feet deep with 
network of steel bars and { 
beams. No sign of bleed- 
ing or segregation, Con- 
tractors report a smooth 
surface free of blemishes 
or air-bubbles, Architect: 
Pace Associates; Struc- 
rural Engineer: Frank J. 
‚ Kornacker; Contractor: 
Peter Hamlin Construction 
Company—all of Chicago. 


Teu Years Ago... 


in August, 1939, this concrete test 
paving was laid in Second Avenue 
North, Minneapolis. The badly scaled 
section of roadway in the background 
was made with regular portland cement. 
The foreground section, laid at the same 
time, was made with Atlas Duraplastic— 
the first commercial use of the air-entraining 
portland cement originated and developed by Universal Atlas. 
Both sections, subjected to the severity of ten Minneapolis winters 
and to heavy applications of de-icing salts, are shown just as they 
appeared in July, 1949— convincing proof of the characteristic dura- 
bility of Duraplastic concrete, of its high resistance to freezing-thaw- 
ing weather and the scaling action of de-icing salts. Longitudinal 
structural crack shows some ravelling. Note perfect transverse joint. 


: 


e o о o Added Durability and 


Improved Appearance 
in structural concrete 
made with DURAPLASTIC* 


From initial paving installations .. . to the first struc- 
tural job . . . to beautiful, modern structural achieve- 
ments like the one shown here, architects, engineers 
and contractors have come to rely more and more on 
the extra durability and improved appearance of con- 
crete made with Atlas Duraplastic air-entraining 
portland cement. 

In Duraplastic’s rapid ten-year growth, its advan- 
tages have been applied to all types of mass and 
structural concrete—for foundations, walls, columns, 
and floors. It’s ideal for slip-form, gunite, stucce and 
similar uses. 

With Duraplastic, less mixing water is needed for.a 
given slump. The resulting mix is more plastic, more 
workable, more uniform and cohesive. It’s easy to 
place and finish. Water-gain and segregation are re- 
duced. Surface appearance is improved and has higher 
resistance to the effects of weather-exposure. 

For structural concrete needs of today and tomor- 
row, Duraplastic offers better concrete at no extra cost. 
It provides the precise amount of air-entraining agent 
interground with the cement for satisfactory field per- 
formance, It complies with ASTM and Federal Specifi- 


Send for new free booklet, “A Decade of 
Duraplastic Air-Entraining Cement." Write to 
Universal Atlas Cement Company, (United States 
Steel Corporation Subsidiary), Chrysler Bldg., New 
York 17, New York. 


*Duraplastic!! is the registered trade mark of the air-entraining portland cement manufactured by Universal Atlas Cement Company. 


cations, sells at the same price as regular cement and 
calls for no unusual changes in procedure. 


OFFICES: Albany, Birmingham, Boston, Chicago, Dayton, Kansas City, 
Minneapolis, New York, Philadelphia, Pittsburgh, St. Louis, Waco. 


AR+D-94 


“THE THEATRE GUILD ON THE AIR” — Sponsored by U. S, Steel Subsidiaries— Sunday Evenings— NBC Network 
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THAT MAKES 
LAIR CONDITIONING BETTER! 


Specified for John Hancock 
Archt. — Cram & Ferguson 
Boston, Mass. 

Gen. Cont. — Turner Const. Co., 
Boston, Mass. 

Н. & V. Engrs.— Buerkel & Co. Inc., 

Boston, Mass. 


Sh. Met. Cont.—Stanley E. Priggen 
Co., Boston, Mass. 


Air 


AIR CONDITIONING OUTLETS 
Ld 


€ The exclusive AIRFOIL LOUVER is the FIRST REALLY NEW IDEA in air 
conditioning grille, register and outlet design. Surfaces of this louver 
are smooth as glass. Contours are exactingly streamlined. АП louvers 
are solid section and made from extruded materials. AIRFOIL LOUVERS 
are individually adjustable. There are no cracks, no crevices which 
will cause noise. Exhaustive wind tunnel tests prove conclusively that 
AIRFOIL LOUVERS outperform all others. They diffuse air with minimum 
turbulence, minimum noise, and a near-perfect, draft-free distribution. 
Special design concealed supports give them great structural strength. 


Illustrated above — Streamlin- 
ed AIRFOIL LOUVER knifes 
air in wind tunnel tests. Note 
how turbulence has been 
almost completely eliminated. 


illustrated above —Airfoil R—L— 21 Return 
Air Grille—features blades on 36” centers. The 
deep fins with easy curved deflections are 
standardized at 0 degrees and 42 degrees. 


gum шини ша шы иш шш тп ии таш пш иш ши кип ки иш ти ши кп пш тн ши ши пи кап кшп пин D 


I TITUS MFG. CORP., Waterloo, lowa | 
M Gentlemen: Please send me FREE colored catalog on the NEW AIR I 
M FOIL GRILLES REGISTERS & OUTLETS. [| 
Н МАМЕ - 
{ FIRM МАМЕ I 
| ADDRESS i 
M city STATE I 
Me ee se ки ми иы кши шлш килиш из кш ти ши ши ee жин ' | 
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The home of 


Edgar J. Kaufmann 


at 


Beor Run, Pa. 


St. Luke's Hospital 
Bethlehem, Ра. 
Architects— 
Buckler, Fenhagen, 
Meyer & Ayers— 
Baltimore 


North American 
Life & Casvolly Co 
Minneapolis 
Architects— 
lang & Rouglond 
Minneapolis 


The architects of the home, the office building, the hos- 
pital, all used SOSS INVISIBLE HINGES to achieve 
those smooth, streamlined, harmonious interior effects that 
are so very necessary to really modern architecture. 


Rugged ... Dependable . . . Long Lasting . . . Time- 
Tested . . . Invisible. Operating on hardened steel links 
and roller bearings. That's the hinge that hides itself— 
THE SOSS INVISIBLE HINGE, The only hinge that is 
mortised in the door where it is completely hidden from 
view. Through years of research and testing the Soss Man- 
ufacturing Company has developed a weight-rated SOSS 
HINGE for every type of installation. 

Write for FREE CATALOG that gives complete details, blue- 

print templates, and the many uses of this modern hinge to... 


SOSS MANUFACTURING COMPANY 


, 21769 HOOVER ROAD * DETROIT 13, MICHIGAN 
AA RE EE ARR GA APER 
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NO. 70-A SASH 


NO. 72-A SASH 


NOVEMBER 1949 


TWO 
NEW SASHES 


in the 


Premier line of 
Pittco 
Store Front Metal 


@ These single and double-faced sashes 
(70-A and 72-A) have been added to 
the Premier line of Pittco Store Front 
Metal to satisfy requests for a plain 
rectangular sash for certain modern 
store fronts. Both sashes can be used 
with all Premier mouldings, thus offer- 
ing a multitude of design possibilities. 


These additions to the Premier line 
help to realize Pittsburgh’s aim of pro- 
viding architects and builders with the 
most cofnplete and most modern selec- 
tion of store front materials available. 


Two complete lines of Pittco Store 
Front Metal permit you to create a 
wide range of impressive, sales-winning 
store fronts. Pittco Premier is light in 
weight, its sashes provide a shallow re- 
veal for show windows, and are easy 
and economical to install, Pittco De 
Luxe is extruded for rugged strength, 
sharp profiles and a rich, smooth finish. 
It is ideal for top quality installations. 


PITTCO STORE FRONT METAL 


PAINTS . GLASS : CHEMICALS + BRUSHES · PLASTICS 


ысу 


PITTSBURGH PLATE GLASS COMPANY | 
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SUSPENSION UNIT... 


"IT M 


WITH AN OUTSTANDING LINE 
OF BOTH OIL AND GAS-FIRED 
SUSPENSION TYPE HEATERS, J-C 
COVERS THE FIELD WITH THIS 
INCREASINGLY POPULAR TYPE 
OF FURNACE. 


J-C GAS-FIRED SUSPENSION UNITS, fan or blower operated, have outputs 
of 68,000 to 172,000 ВТО. Designed and built for performance and long 
life, the J-C gas fired suspension heater is ideal for heating, ventilating 
++. for residential, commercial and industrial applications. 


J-C OIL-FIRED SUSPENSION UNITS have outputs of 112,000 to 450,000 BTU, 
An efficient heater requiring less space than any furnace of its type and 
rating. Units feature greater heating efficiency with Jess beating surface 


THE MUTUAL LIFE BUILDING 


55TH STREET, BROADWAY AND 56TH STREET «+. due to aa exclusive design of ducts and baffles. Ease of installation is 
NEW YORK, N. Y. a feature—and ready access facilitates servicing. 
i КИЛ 
Shreve Lamb & Harmon Associates, Architects +++ AMERICA’S LARGEST AND MOST COMPLETE 


WARM AIR HEATING LINE... 


IN PRODUCT ОР i з F 
JACKSON & CHURCH COMPANY, SAGINAW, MICHIGAN 
WORK OWL роне OSH NCR ^81 


Turner Construction Co., General Contractors 
Cuddihy & Huebner Inc., Plastering Contractors 


Furred Vertical Duct Enclosures 
Fire Protected with 


gunt" 


VERMICULITE 
PLASTER AGGREGATE 


iust the right height 
Need fire protection? Use Schundler Vermicu- А 
lite Plaster Aggregate instead of sand! lor children 


Save on structural steel with this light weight Here, at last, is a drinking water cooler designed 


insulating miracle. with the child in mind. Architects and school build- 
ing authorities will appreciate its convenience in 
Write for descriptive literature on Schundler school cafeterias, The LO-LEVEL comes in various 


Vermiculite Products — Plaster Aggregate — models for cafeteria use and as a combination 


Concrete Aggregate — Loosefill — Fesco Board cooler and fountain for drinking use. 
Roof Insulation Just the right height for children. Fool-pedol 
operation makes it easy for child to hold 


tray and still fill glass ‘with water. Faster 


F. E. SCHUNDLER & CO., INC. кы үз lule evei paelan 


Write for full information, 


oliet, Illinois Long Island City, New York 
J ? 5 » THE HALSEY TAYLOR СО,, WARREN, OHIO 
504 Railroad St. 46-16 Vernon Blvd. larges! Exclusive Monulacturer of Drinking Fountains in the World 
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That 1s the constant forecast for any air-conditioned 


room having MULTI-VENT LOW VELOCITY DIFFUSION 


T.M. Reg, U.S, Pat. Off. 


Truly superb air conditioning comfort 
is assured by the use of Multi-Vent 
perforated ceiling diffusion panels. Un- 
‚ like all other diffusers on the market 
today, MULTI-veNr does not rely on 
“throw” or “blow” to distribute con- 
ditioned air. Duct velocities are so 
radically reduced within the panel it- 
self . . . diffusion so thorough and rapid 
that no air movement in excess of 
ASHVE comfort zone requirements 
exists more than six inches below the 
ceiling! Therefore, all problems of out- 
let location, adjustments for throw and 
drop to avoid drafts are eliminated. 
Air Volume delivered through individ- 
ual panels may be varied and supply 
reduced as much as 60% in zoned 
systems without disturbing the balance 
or affecting the desired spread and 
radius of diffusion. Moreover, Multi- 


ды diu 


Inconspicuous Multi-Vent panels installed flush т 
plaster ceiling around light cove above reception 
room on the foyer balcony of the Hibbard, Spencer, 
Bartlett & Co. Building, Evanston, Illinois, Archi- 
tects and Engineers, Engineering Systems, Chicago. 


X % Concealed Multi-Vent Panel exposed 
Vent diffusion can handle greater By removal of Ax squares of' melal 


amounts of air in proportion to room acoustical ceiling; 


size than any other diffuser and still maintain the most exacting comfort zone requirements. 
SIMPLE TO INSTALL in virtually any type of building— new or 014... quick to balance . . . easy and economical 
to clean. Complete information and selection data gladly sent in response to your inquiry. 


MULTI-VENT DIVISION 


THE PYLE-NATIONAL COMPANY ">. зз. 


CHICAGO 9, ILLINOIS 
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PARKWOOD 


Employees Cafeteria 
NEW John Hancock Building 


PARKWOOD ‘DECORATIVE was specified by 
the John Hancock Insurance Co., and their decora- 
tors, for all genuine wood veneer plastic table tops 
used in their huge, modern employee cafeteria. 
Daily, 3,800 people lunch here in just 2% hours 
— mute evidence of the sanitary and indestruct- 
ible qualities of PARKWOOD DECORATIVE. 


many diverse applications 


The John Hancock Building 
contains hundreds of PARK- 
WOOD DECORATIVE genu- 
ine wood veneer plastic table 
tops of diverse woods for use 
in executive committee rooms, 
dining rooms, employees’ rec- 
reation and lounge rooms, as 
well as for restaurant and li- 
brary counter tops. 


IF YOUR REQUIREMENT 
IS BEAUTY AND DUTY... 


specify 


PARKWOOD Lure 


For beauty, PARKWOOD DECORATIVE 


offers a wide variety of genuine wood 
veneers . . . plus the new three-dimensional 
patterns,. PARKWOOD Pebble-Tex and 
Stardust — in an attractive range of 
. beautiful colors. 
For duty, these beautiful laminated plas- 
tic table tops wear indefinitely and are 
resistant to alcohol, fruit juices, cigarette 
urns and the usual cleaning chemicals. 
With PARKWOOD there's no replace- 
ment problem! 


Inquiries invited for veneers and colors or inlaid 
designs custom-made in quantity. 
Send for our beautiful Kodachrome brochure 
and price list 


arkwood Corporation 


21 Water St., Wakefield, Massachusetts _ 
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g— Send for FREE Illustrated Folder 


L. N. ROBERSON CO. 


1539 East 103rd St. 


HOSE RACK AND 
CABINET UNITS. 


Pictured is one of the 239 u 
Hancock building in Boston, . . 
Elkhart No. 205 Underwriters’ Ap 
proved Fog Nozzle and "Pressur 
Restricting Valve. The ability of Ell 
hart to meet the demands of any j 
big or small, is quickly shown in 
our catalog. If you do not have a 
copy of this handy reference, re- 
quest yours today. 


For Catalog or further 
information 
Write Department А 


ELKHAR 


MANUFACTURERS SINCE 1902 


BRASS MFG. CO., INC. 


ELKHART INDIANA 


ELECTRIC 


Radiant Heat 


Means Low-Cost Safe Heat for 
This $250,000 California School 


* Floor-type installation of HEATSUM CABLE covers 
over 30,000 square feet in this new Sequoia Ele- 
mentary School at Redding, California. HEATSUM 
CABLE operates at an amazingly low temperature, 
reduces fire hazard to a minimum, eliminates mainte- 
nance and fuel storage. Investigate now for your 
next job. Specify ROBERSON Heatsum Cable. 


Schools Now Using HEATSUM CABLE for Radiant Heat 


Ж UNION ELEMENTARY SCHOOL, Union, Wn. 
Ж COULEE DAM ELEMENTARY SCHOOL, Coulee Dam, Wn. 


Seattle 55, Wash. 


ARCHITECTURAL RECORD 


TRUSCON Series 13 
STEEL Double-Hung WINDOWS 


Take Tl 


in residences — where internal — 


external moisture factors and condensation are 
present constantly; where airborne acids and 
corrosive substances must be combated; where 
structural stresses and strains must be met — 


Truscon Series 138 Steel Windows can take it! || | | | ] ] | T T li | i | i ii " " 


Truscon Double-Hung Steel Windows in Typical Residence 


in river boats. «sies 


and gaseous vapors are eternal; where vibration, 
jolts and jars continue 'round-the-clock; where 
twisting and straining create extreme tensions 
—Truscon Series 138 Steel Windows can take it! 


Truscon Double-Hung Steel Windows in Typi- 
cal River Boat Installation — the William Clark 


in railroad cabS-—wnere vibration 


harmonics can be extremely destructive; where 
switching operations can deliver severe blows; 
where fuel and industrial fumes are ever present 
—Truscon Series 138 Steel Windows can take it! 


Truscon Steel Windows 


assure the Style, the Strength, | | 
$ Truscon Double-Hung Steel Windows in Typical Roil- 
the Service You Need | | road Installation — Piedmont & Northern id 


€ There is a type of Truscon Steel Window to meet exactly every residential, 
institutional, office building and industrial need. These 'Iruscon Windows, made by 
the largest manufacturer of steel building products in the world, offer structural 
advantages and money-saving features of interest to everyone in the building trades. 
Write for free illustrated literature. 


Truscon Steel Company e voungstown1, ohio 


SUBSIDIARY OF REPUBLIC STEEL CORPORATION 


= 


JL 


COMMERCIAL PIVOTED SECURITY PSYCHIATRIC 
PROJECTED ТҮРЕ ТҮРЕ ТҮРЕ 


LIGHT DOUBLE - HUNG WAY LIGHT AND INTERMEDIATE INTERMEDIATE MAXIM - AIR ‘DONOVAN 
SERIES 138 DOUBLE- HUNG INTERMEDIATE PROJECTED COMBINATION LOUVER TYPE AWNING - TYPE 
SERIES 46 CASEMENTS 


ARCHITECTURAL 
PROJECTED 
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The vast experience gained by 
Herring-Hall-Marvin in fashioning 


precision-finished Stainless Steel 


equipment of all sorts for banks, 


hospitals, etc, is at your service. 


We are pleased to place at your com- 


mand the know-how of our experi- 


Radiant heat was no obstacle to the use of this gay, light-reflecting : enced team of engineers designers 
Moultile floor in St. Mary's Home, Dubuque, Ia. Floors throughout > 9 ! g 


fhe building required 30,000 sq. ft. of special Thos. Moulding Moultile. and skilled craftsmen. Let us help 


with your Stainless Steel planning— 


MOULTILE FLOOR | | КИ 


RADIATES RADIANT HEAT | | ааб 


... and radiates good cheer B HERRING- HALL- 
MARVIN SAFE CO. 


Тре colorful, attractively patterned floor in this cheer- HAMILTON, OHIO 
ful room is Thos. Moulding Moultile . . . serving with : 
utmost satisfaction over an installation of radiant 
heat. On this project, asphalt tile was the obvious 
choice . . . for its beauty, its hard-wearing durability, 


its economy and easy maintenance. But Architect TR ADE-WIND 
John Flad wanted assurance that asphalt tile would SUPER CLIPP ER 


perform properly in conjunction with radiant heat. 


He brought his problem to Thos. Moulding . . . found IN STA L LS IN CABIN ET 
the perfect solution. Thos. Moulding furnished a 
special Moultile and a special cement unaffected by RANGE 
the temperatures to which floors are subjected by — 

radiant heat. 


Architects are invited to submit the special require- 
ments of every project to Thos. Moulding. Frequently 
the right floor is already at hand... among the wide 
range of Thos. Moulding Floor Materials. Or, where 
necessary, standard materials can be modified as 
needed. Close production control, under laboratory 
guidance, provides materials with characteristics to 
meet virtually all specifications. See Thos. Moulding's 
listing in Sweet’s...or write for catalog to THos. 
MourpiNcG Егоов Мес. Co., 165 W. Wacker Drive, 
Dept. AR-11, Chicago 1, Ill. 


INSTALLS in a cabinet over the range or in a canopy or soffit. 
Twin squirrel cage blowers develop 600 CFM quietly. All cooking 
heat, grease and odors are effectively drawn off the range, while 
ceiling heat also is drawn off through a second upper inlet. Sup- 
plied with 2 cleanable metal air filters. Fold-under hood is optional. 
Can be installed in any cabinet p————————————4 
which provides clear space |Trade-Wind Motorfans, Inc. | 
18"W x 1534"H x 11"D. Cabi- |3707 S. Main St., Los Angeles 37, Calif. 
net not supplied—both St. Please send undi information on 
Charles and Geneva already A aed 

provide cabinets to take the Address 
Super Clipper. Send coupon for I Name | 
complete details. {eel 
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Litecontrol Fixtures 
are Eye Insurance 


> at THE AMERICAN INSURANCE GROUP 
New York City 


lighting Equipment: 77 Litecontrol 


. No. 9234 surface-type fixtures 
You'll find it's always good policy to recommend Litecontrol fixtures to your 


customers. INo question about it — you'll be doing them, and yourself, a real Spacing: 10 foot centers 

favor. For instance, they'll like the flood of glareless light that will speed sales 

and increase office efficiency. And they'll like the low power bills, the smart Lamps per fixture: 4-40 watt, 4500° 
designs, the extra-sturdy construction. white F. 


Naturally, their satisfaction will mean better future business for you. So, why 
not specify Litecontrol units on your next job? If you like, we'll help by mak- 
ing the lighting layout for you. 


Footcandles: 35 in service 


(average) 


This Surface-type Lens Unit... 


... used so successfully at The American Insurance 
Group office... is optically engineered to give ceil- 
ing-reflected light as well as intensive downward 
illumination. Available for either two or three 40 
watt fluorescent lamps. Write today for new catalog. 


No. of HOUSING Approx. ши? 

Lamps Length Width Height Ship. Weight | 

2-40W 48" 15” 634” 46 lbs. 

Ux | pe € i| пы | LITECONTROL 


End Caps — 9200.3 


LITECONTROL CORPORATION ЕРУ 


36 PLEASANT STREET, WATERTOWN 72, MASSACHUSETTS KEEP UPKEEP DOWN 


DESIGNERS, ENGINEERS AND MANUFACTURERS OF FLUORESCENT LIGHTING EQUIPMENT DISTRIBUTED ONLY THROUGH ACCREDITED WHOLESALERS 
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36 pages of technical data 


ect 


i 


| WOW TO COOL FOR COMFORT | 


Know the 


l Answers 
ом COOLING AND 
VENTILATING 


W This helpful new booklet gives the “how” and 
“why” of comfort cooling with moving air. It cov- 
ers selection and installation of ventilating and 
cooling systems for all types of homes, as well as 
commercial and industrial areas, Liberally illus- 
trated with drawings, charts and photos, Mail’ 
coupon below for your free copy. 

For over 63 years Hunter has specialized in the 
manufacture of fans. The complete Hunter line 
includes Package Attic Fans, Belt-Driven Fans, 
Window, Pedestal, Ceiling, Oscillating and Ех- 
haust Fans. 

There’s no finer fan than a Hunter, See our 
section in Sweet’s Files. Hunter Fan & Ventilating 
Co., Inc., Memphis, Tenn. 


unter “ans 


SINCE 1886 


e *«9»9»06920680099€909€028€*9929€69906€220294«899€9€92922040929909€992€22999*5€ 


Mail for free copy 
HUNTER FAN & VENTILATING CO. 


.396 8. Front St., Memphis, Tenn. 
Please send copy of “How to Cool for Comfort” to: 
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GENERAL 
Dele 


— 


ac V 
Takes the ®* MANual out of Controls 


They're Automatic! 


For all Pressure, Temper- 
ature, Level and Flow 
Control applications us- 
ing all kinds of gases, 
liquids, and air. 

It's profitable! Be- 
cause antiquated auto- 
matic or manually oper- 
ated controls hold down 
your profits! That's true 
whether you are a manu- 
facturer, wholesaler, 
dealer or user, 


@ "AU-GAS" CONTROL 
SYSTEMS 

O AIRCRAFT CONTROLS, 
амстме 

V AUTOMATIC SAFETY 
SHUT-OFF VALVES 

9 MOTOR OPERATED VALVES 

9 MAGNETIC GA$ VALVES У:300 

9 SOLENOID VALVES GaAs 

© THERMOSTATIC CONTROLS REGULATOR 

oo 6 > o а v 


Е Gel 
MOTOR OPERATED 
VALVE 
e e- 6 ё 


т.70 
THERMOSTAT 
9$ ө ө ә 99 9 


K.10 
MAGNETIC 
LEVER VALVE 


6 606299069 € 


9990499025960 э 8 ө 9 O o 9? ә 


а CONTROL SYSTEMS 
9 GOVERNOR-TYPE VALVES 
© HIAOW-OH. VALVES 
© DIAPHRAGM VALVES 
* ИМИ CONTROLS 
9 ELECTRIC TIME SwitCHES 
V REFRIGERATION VALVES 
V GAS REGULATORS 
ч LOW WATER CONTROLS 
9 STRAINERS, RELAYS 
V TRANSFORMIRS, SWITCHES 8.60 В.50 
V PORTABLE EQUIPMENT GAS VALVE DIAPHRAGM 


CONTROLS A 
9 MACHINE TOOL CONTROLS VAEVE 


G 
GENERAL & CONTROLS 
Manufacturers of Automatic Pressure, Temperature, Level & ни Controls 
Factory Branches: Birmingham (3), Boston (16), Chicago (5), Cleveland (15), 
Dallos (2), Denver (10), Detroit (8), Glendale (1), Houston (6), Kansas City (2), 
New York (17), Oklahoma City (1), Philadelphia (40), Pittsburgh (22), Seattle (1), 
San Francisco (7), St. Louis (12) * DISTRIBUTORS IN PRINCIPAL CITIES 


909792285 


MAKE LUNCHEON AREAS 
SERVE DOUBLE DUTY! 


In wide use nationally. Easy to install in new or existing 
buildings. Roll out complete lunchroom for 200 in 8 
minutes. Write for details. 


SCHIEBER 


MFG. CO. 
12728 Burt Rd. 
Detroit 23, Mich. 


FOLDING TABLES & BENCHES 
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In the elevator lobbies and оп the stair treads of 
John Hancock Insurance Company's new office build- 
ing, permanent protection against slipping and 
increased resistance to wear have been attained by 
the always sound policy of investing in Norton Non- 
Slip Floors. 


NORTON COMPAN Y, 


NOVEMBER 1949 


NORTON (424-466 FLOORS 


А good insurance policy is a sound investment in protection. The 
John Hancock people knew this because insurance has been their 
business for 87 years. "Their new home office building is convincing 
testimony of a sound policy to make a long term investment in pro- 
tection. Elevator lobby floors and all stairs have been made per- 
manently non-slip by using ALUNDUM Terrazzo Aggregate. 
Even when wet these surfaces will be slip-proof and where foot 
traffic is severe, durability has been increased greatly by adding dia- 
mond-hard ALUNDUM Aggregate. 


In stores, factories and office buildings, eliminate the hazard of falls 
8 
by slipping. For permanent non-slip protection in terrazzo, cement, 


tile or mosaic floor and stair surfaces, invest in long-wearing Norton 
Non-Slip Floors. 


See our catalog in Sweets or write for free catalog to 
Norton Company, Worcester 6, Mass. 


SLIP -FLOORS 


Photos by А, Е. Lydiard 


WORCESTER 6, MASS., U.S.A. 
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Pick the wood preservative 


best suited for your needs 
NEW DU PONT — 


| COPPERIZED С7С; 


(Chromated Zinc Chloride) A 


This new, salt-type wood preservative offers all 
these advantages: 
э LONGER-LASTING TERMITE REPELLENCE 
@ LONGER-LASTING DECAY RESISTANCE 
* Fire retardance 
* Cleanliness 
* Odorless 
* Safe to handle 
* Easy to paint 
These six significant tests show the effective- 
ness of new Copperized CZC: leach block 
test, hardware corrosion test, accelerated serv- 
ice test, pilot plant treatments, strength tests 
and glow tests. 


STANDARD 


DU PONT CZC 


ы (Chromated Zinc Chloride) 


E 
4 
4 
A 


A favorite for many years, this time-tested wood 
preservative offers all these advantages: 
® ECONOMICAL FIRE RETARDANCE 
© Decay resistance 
* Termite repellence 
e Cleanliness 
© Odorless 
* Safe to handle 
© Easy to paint 
Regardless of what your wood preserving prob- 
lem may be, we suggest consulting your nearby 
wood preserver. E. I. du Pont de Nemours & 
Co. (Inc.), Grasselli Chemicals Department, 


Wilmington 98, Delaware. 


MAIL COUPON NOW 


for complete facts about these two out- 
BETTER THINGS FOR BETTER LIVING 
. . THROUGH CHEMISTRY 


standing Du Pont wood preservatives. 


E. I. du Pont de Nemours & Co. (Inc.) 
Grasselli Chemicals Department 
Wilmington 98, Delaware 


Please send me information on Copperized CZC and standard CZC. 


| 
| 
| 
| 
| 
Title І 
| 
| 
| 
| 
| 
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EMPLOYMENT OPPORTUNITIES AVAILABLE 


Advertising rates on request 


Positions Open 
PROGRESSIVE LONG ESTABLISHED OFFICE: whose 


practice includes educational, hospital, church, and commercial 
work has immediate need for experienced architect or senior 
architectural draftsman, age around 35 to 45. Permanent posi- 
tion opportunity. State education, experience record, availabil- 
ity, salary and family status. Jameson & Harrison, Madison 
Theater Building, Peoria, Illinois. 


WANTED: Specifications Writer. University of Illinois is now 
seeking a man familiar with maintenance, construction, and 
alteration work, University graduate preferred. The position is 
permanent and provides vacation, sick leave, retirement and 
ра benefits. Apply — 809 South Wright Street, Champaign, 
Illinois. 


WANTED: Experienced architects or senior draftsmen and 
specifications writer by midwestern architectural firm engaged 
in educational planning in several states, Permanent positions 
under management progressive in both design and personnel 
relationships. Submit full details as to qualifications. Box 439, 
Architectural Record, 119 W. 40th St., New York 18. 


ARCHITECTURAL, ELECTRICAL, MECHANICAL, 
STRUCTURAL: men for immediate permanent employment 
in drafting room positions as job captains and squad leaders. Do 
not apply unless well qualified for work on building construction. 
State schooling, experience and salary expected. Leo A. Daly Co., 
633 Insurance Bldg., Omaha, Nebr. 


EXCEPTIONAL OPPORTUNITY: for two qualified archi- 
tectural men in Mid-South area. One well versed in design, 
delineation and one in practical detailing. Box 440, Architectural 
Record, 119 W. 40th St., New York 18. 


TECHNICAL ARCHITECTURAL SALES: Leading manu- 
facturer of tiles has exceptional lifetime opportunity on its mid- 
west sales force for a young man with architectural college train- 
ing. Position involves contacting architectural engineers and 
contractors. Increasing responsibility with ultimate prospect of 
becoming district sales representative. Some experience in archi- 
tectural engineering or construction work desirable. Must be 
willing to travel. Salary open. All replies treated confidentially. 
Must contain complete information regarding experience, educa- 
tion and personal background. State salary requirements. Client 
of Robert М. McMurry and Co., 332 South Michigan Ave., 
Chicago 4, Ill. 


ARCHITECTURAL FIRM IN BUFFALO, N. Y.: requires 
the services of experienced architectural draftsmen capable of 
preparing working drawings from sketches. Good starting salary 
for qualified men. Box 441, Architectural Record, 119 W. 40th 
St., New York 18. 


EXPERIENCED DRAFTSMAN: who can make working 
drawing for ‘“Contemporary,” commercial and public buildings. 
Send sample print of working drawing and all information. 
Sam’! С. Wiener and Associates, Commercial Bank Building, 
Shreveport, Louisiana. 


ARCHITECTURAL ENGINEER: Experienced on working 
drawings, structural and architectural details. Permanent posi- 
tion with partnership opportunity in small well-located archi- 
tect's office in Pacific Northwest. General practice with excellent 
future. Variety of work with supervision, Give complete de- 
tailed information. Box 442, Architectural Record, 119 W. 40th 
St., New York 18. 


(Continued on page 242) 
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PUT CLIENTS ON THE RIGHT FOOTING... 


Отада 


А good first impression is а foregone conclusion when you specify 
Flexachrome* for the foyer. Big black and white tiles in a sharp, 
clear checkerboard pattern make a striking entrance, as durable as 
it is beautiful... as easy to clean as it is easy to look at. 


Here's a kitchen combination that will put spring in the housewife's 
step, a song in her heart. Bold stripes of green and white with 
coral feature strip on the Flexachrome floor. The same coral is 
picked up in Mura-Tex* companion colors for the walls, 


Help your clients start the day right in this All-American bathroom 
of red, white and blue. Anything from “Singin’ in the Bathtub” to 
“Yankee Doodle Dandy" is right on key here. Custom-cut inserts, 
asinthe floor above add the individuality every home-owner wants. 


Just look at the advantages you build 
right into floors and walls . . . when you 
specify Flexachrome and Mura-Tex. 


Color! . . . а whole prism of sharp, 
clear companion colors, that are 
scientifically blended so that you can 
harmonize or contrast Flexachrome and 
Mura-Tex perfectly. Design is almost: 
unlimited, due to tile-at-a-time 
installation . . . a wide variety of 
sizes . . . and custom-cut inserts. Easy, 

` economical maintenance enables today's 
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*busy" housewives to keep floors and 
walls at their sparkling best with a 
minimum of effort. Durability... 


*Registered Trademark, The Flintkote Company 


“Tile -Tex 


PLASTIC-ASBESTOS 


Put a plaid pattern of, Mura-Tex on the wall. Build a shuffleboard 
into the Flexachrome floor. Make a table from a lolly column. 
Presto! you’ve designed a playroom a millionaire would be proud 
to own... and one almost every client can afford. 


everywhere in the house . . . is assured 
because these plastic-asbestos tiles are 
truly greaseproof. 


'These are only a few of the out- 
standing qualities of these modern 
floor and wall materials. They’re yours 
to use... right at your pencil’s point. 
See Sweet’s for full information, or 
write us. We'll rush complete data and 
specifications. 

Tur Ting-Trex Division, The Flint- 
kote Company, Chicago Heights, Illinois. 
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The Most Economical 
Passenger Elevator 


For 2, 3, or 4 stories 


AREHITÉGT: 


į М 
| STEWARD & SKINNER 


DEN 
unos вязей 
dex 4, визнав 


АННЕ ж свая, 


ш Several advantages are gained in using 
Oildraulic Passenger Elevators: 


(1) You do away with the costly, un- 
sightly penthouse that interferes with build- 
ing design. (2) The lighter shaftway struc- 
ture used with the elevator "that's pushed 
up" means a substantial saving in construc- 
tion costs, The powerful hydraulic jack 
supports the elevator and its load. (3) The 
compact electric power unit requires ‘по 
special machine room. 

The new, pulsation-free Rota-Flow pump 
makes Oildraulic Elevators the smoothest 
operating and quietest of all hydraulic ele- 
vators. Mail the coupon below for full data. 


еа ee ge ee ee [ 


Mail coupon for new data file 


ROTARY LIFT СО., 
1011 Kentucky, Memphis, Tenn. 


| 
| 
| 
Send complete data on Oildraulic Elevators to: 
| 
| 
| 


О get be Ана ШАРНА не: 


р Oildraulic Elevators . 
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EMPLOYMENT OPPORTUNITIES AVAILABLE 


Advertising rates on request 


(Continued from page 240) 

Positions Sought 
STRUCTURAL DESIGN WORK: on a fee or hourly basis; 
Engineer registered in Indiana and Michigan with other regis- 
trations pending. Thirteen years architectural and engineering 
experience includes power plants — Industrial and commercial 
structures — stores and homes. Вох 443, Architectural Record, 


119 W. 40th St., New York 18. 


ARCHITECTURAL DESIGNER : Capable handling any jobs, 
large or small. First sketches to high grade completed working 
drawings and details. All classes buildings. Box 444, Architectural 
Record, 119 W. 40th St., New York 18. 


CONSULTING ELECTRICAL ENGINEER: Professional 
license. Design, specifications and supervision for industrial and 
commercial buildings, power plants, distribution systems, com- 
munications, illumination, etc. Also technical writing and fur- 
nishing of completed manuals, including printing, for electronic, 
electrical and mechanical equipment. Per diem or fee basis. Box 
445, Architectural Record, 119 W. 40th St., New York 18. 


ARCHITECTS FIELD REPRESENTATIVE OR CLERK 
OF THE WORKS: Can handle jcbs up to $5,000,000 alone. 
Excellent references on Schools, Factory Buildings and Hospi- 
tals. Box ' 446, Architectural Record, 119 W. 40th St., New 
York 18. 


ARCHITECTURAL DRAFTSMAN, JUNIOR: 2 14 years’ ex- 
perience in shops, stores, showrooms, small homes, hotels. B.A. 
fine arts; working toward B.Arch. at Columbia, Desires position 
with progressive New York architect. Reply Box 447, Archi- 
tectural Record, 119 W. 40th St., New York 18. 


NOW AVAILABLE a limited 
REPRINT EDITION of the 424-Page 


€06909060600000006000000000000000000000000099 


BENJAMIN CATALOG OF 
LIGHTING EQUIPMENT 


оофофоо о ооо фо оф оо оо ооо фо ооо ооо 


сооозооооооо е 
200000006000 е 


000000 6 


This is а revised reprint of the same Benjamin 
Catalog which has been generally accepted as the 
most complete and authoritative encyclopedia 
on industrial and utilitarian lighting equipment. 
It includes а new 32-page section of Planned 
Lighting Application Data with lay-out sugges- 
tions, co-efficients of utilization and short-cut 
tables on Benjamin Lighting Equipment. 


The expense of preparing this catalog has limited 
the number of copies which could be reprinted 
and makes it necessary to restrict its distribution 
to those architects, engineers, electrical contrac- 


This Benjamin 424-page 
book contains complete 
up-to-date information, 
descriptions, specifica- 
tions and illustrations on 
more than 2,000 different 
Benjamin Products 
including: ` 
* Incandescent Industrial Lighting 

Equipment and Reflectors 
© Fluorescent Lighting Units 
* Mercury Lighting Equipment 
© Explosion-Proof and Dust-Tight 

Lighting Units 
© Vapor-Tight Units 
* Floodlights 
* Luminous Louvered Lighting Systems 
© Fittings and Sockets 
* Signal Horns and Relays 

4013, 


tors and others who are required to make either 
constant and repeated reference to Benjamin 
Listings or Benjamin Lighting Equipment Data. 
If you have need for this information, please 
make your request on your firm letterhead and 
give full name, title or occupation, department, 
company, street address, zone and state. Mail 
request to Benjamin Electric Mfg. Company, 
Department Q-1, Des Plaines, Illinois. There is 
no charge or obligation. 


ARCHITECTURAL RECORD 


No matter how you fabricate it 


Siagi on Te Job gear ИЕ gear 


It’s a fact! TONCAN IRON fabricates easily and 
uniformly. You can bend it, cut it, shear it, form it, 
punch it, rivet it, solder it, weld it—and still it offers 
the highest rust resistance of any ferrous material in 
its price class. 


The reason: TONCAN is an alloy iron, made from 
highly refined open hearth iron alloyed with copper 
—twice as much as is in copper-bearing steel—plus 
molybdenum to bring out the full effectiveness of this 
extra copper. Thus, its superior rust-resistance is not 
just a surface quality, but extends all the way through 
the sheet, and is unaffected by normal fabrication. 


Its cost? Initially, very little more than plain or copper- 
bearing steel when you figure the total labor-material- 
haulage costs of any sheet metal job. Actually, because 
== A it resists rust and stays on the job year after year, TON- 
+ 222 = | CAN IRON costs the building owner less in the long run. 

Open hearth Copper AA. copper- 
steel bearing sheets 


COPPER-BEARING STEEL 


For more than forty years, architects have been specify- 

TONCAN IRON ing TONCAN IRON for all types of sheet metal work. 
ma Refer to your current Sweet’s Architectural File for more 
Е + С» + = < details on this economical, long-lasting material, or 
Open hearth Molybdenum іп ruis as much mi d A os write us for full information. 


iron proper proportion most rust-resistant ferrous 


Sopper sheets in their price class! 


REPUBLIC STEEL 
CORPORATION 


GENERAL OFFICES: 
CLEVELAND 1, OHIO 


Export Department: 
Chrysler Building, New York 17, N.Y. 


‹ aductor pipes, roong, siding, juna; она, - 
er - sheet metal ed requiring rust- 
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brighter-lighted area 
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IS AMIRO! = 


... a Unique glass with almost unlimited 


practical and decorative uses 


How is it possible for one piece of glass to be 
both? L-O-F’s Transparent Mirror has a thin 
chrome alloy coating on one side, permitting 
a reflection of about 50%. When the light is 
brighter on the observer's side, he sees a re- 
flection . . . when it is brighter on the oppo- 
site side, he sees right through the glass. 

Your own imagination will suggest many 
places where this unique glass can be used for 
practical and decorative uses. Already it has 
been installed for special decorative effects in 
hotels and theaters... for attention-getting 
displays in stores...for one-way vision 
panels between restaurant kitchens and din- 
ing rooms, and in residence doors. 

For full information, write to Liberty Mir- 
ror Division, Libbey:Owens:Ford Glass Com- 
pany, 69119 Nicholas Bldg., Toledo 3, O. 


eI. 


TRANSPARENT / MIRROR 


*® 


LIBERTY MIRROR DIVISION 


Libbey-Owens-Ford Glass Company 
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Jerome Robert Cerny, Archt. 


To be (assured of the widest 
choice of artistic designs, 
finest materials and superior 
workmanship in every 
detail — 


Paul W. Drake, Archt, 


Specify "Metal Work by FISKE" 


Visit our show room display of Ornamental Iron Works: Verandas, 
Balconies, Railings, Entrances—or write for catalog. 


J. М. FISKE Iron Works 


80 Park Place . Dept. 10 ° New York 7, N. Y. 
ESTABLISHED 1858 


The specialized knowledge 
хх} andexperienceofthejanitor 
Ш supply house displaying the 
National Sanitary Supply As- 
sociation Emblem will prove 
helpful to you in the proper 
selection and use of the latest 
and most efficient equipment 
and supplies for speeding up 
your cleaning, maintenance and 
sanitation program. Proper 
supplies, equipment and meth- 
Displaying the ods definitely reduce cleaning 
N.S.S.A. 
Emblem costs! 


NATIONAL SANITARY Supply AssociATION 


(INCORPORATED NOT-FOR-PROFIT) 
National Headquarters: 139 North Clark Street, Chicago 2, Ill. 


Buy 
with Confidence 
from the Janitor 
Supply House 
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FOR HOSPITAL ARCHITECTS... 
A Planning Service To Help In Laying Out... 


STERILIZATION 
FACILITIES 


SURGICAL 


1 Clean-up Room. 2 Work Room. 3 Bulk 
Storage. 4 Transfer Carriages. 5 Castle 
No. 320 Dry Heat Sterilizer — Electric. 
6 Rectangulat and Dressing Sterilizers. 
7 Solution Room. 8 Dumb Waiters. 9 
Supervisor’s Office. 10 Equipment Room. 
11 Sterile Storage. 12 Distribution. 


LIGHTING 


LABORATORY 
EQUIPMENT 


For 69 years, Castle's pioneer work in serving 
hospitals has resulted in representative installa- 
tions everywbere. 

This experience qualifies us to help you develop 
your hospital project in these critical fields: steri- 
lization facilities, surgical lighting, and laboratory 


equipment. 
Our Architectural Service is available to you 
without obligation . . . to help you plan modern, 


functional installations of hospital lights and steri- 
lizers. Write: Wilmot Castle Company, 1258 Uni- 
versity Ave., Rochester 7, М. Y. 


LIGHTS AND STERILIZERS 
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bsolutely warp- 

proof and with 

a guarantee to 

back it up — 

that'sTruss 
Door*, the greatest door 
development in many 
years. 


shape. 


Truss Doors are hollow 
core, birch faced flush 
doors with an integral 
truss that holds them in 
permanent align- 
ment. Save on installa- 
tion with straight doors, 
save on replacements 
with doors that stay 
straight. 


* Pat. Applied For. 


{асе sheets, 


VILL 
Y 

NOT. 

(ARP 


factory, Truss Doors can be stored or hung with 
assurance that they will always retain their original 


Truss Doors can be hung from either side with 
either end up. They go in faster because there is 
no need to relocate hinges to compensate for warp- 
age. Big lock blocks on both sides make it easy 
to install hardware, too. 

Finish? It's really beautiful. Fine birch veneer 


either one piece or harmonizing 


matched veneers. 

We can’t begin to tell you of all the many fea- 
tures that make Flush Doors ideal for every build- 
ing application. For the complete story, write for 
our comprehensive folder. - 


Truss Door Division 
KENNEBEC, INC. 
BINGHAM, MAINE 


YOU CAN BE SURE "T 


E 


6. BOOK 


Valuable 
Planning Help . . 


Packed with simple practical data to help architects develop plans 
that assure efficient, economical application of electrical equipment, 
regardless of size or type of house. 


Explains the Four Degrees of Electrical Living, summarizes them 
to make it easy to apply the principal to your houses. 
, Gives basic kitchen planning data for an “Economy Kitchen" that 
is minimum in space and equipment requirements, and an "Ideal 
Kitchen" that offers an arrangement of equipment, counter and storage 
space for the homemaker who wants the best. 

Contains suggestions for laundries designed for maximum use of 
space, and convenience. К 

Shows wiring, and construction details for wiring and lighting, 
with illustrations. 
, Gives planning data for wiring and lighting; also sizes and installa- 
tion requirements of electric appliances and equipment for the home. 


———————————————————4 


BETTER HOMES BUREAU 
Westinghouse Electric Corporation 
P. О. Box 868, Pittsburgh 30, Pa. 


Gentlemen: Please send me a сору of your new book 
Planning Homes for Electrical Living — B-4326. 


Е. 
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LONE STAR 


CEMENTS 


COVER EVERY 
CONSTRUCTION NEED 


LONE STAR PORTLAND 
CEMENT 
for concrete of outstand- 
ing quality in all types 
of construction 


'INCOR'* 24-HOUR CEMENT 

America’s FIRST high 

early strength Portland 

Cement—saves time, 
cuts costs 


LONE STAR MASONRY 
CEMENT 
The modern masonry 
cement, for really great 
job performance 
* Вед. Ц. $. Pat. Off. 


LONE STAR CEMENT CORPORATION 


| 
А [ © Offices: Albany • Bethlehem, Ра. e Birmingham e Boston • Chicago « Dallas 
Сйу............,›.бопе....5їаїе................ | Houston • Indianapolis • Jackson, Miss. « Kansas City, Мо. • New Orleans 
1 New York e Norfolk e Philadelphia « St. Louis.» Washington, D. C. 
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it’s new... it's 


HERTROCK 


T. M. Reg. US. Pat. Off. 


it's the laminated 


extra fire protection extra sound resistance extra strength 
Gypsum fights fire—it will This double thickness also Walls and ceilings are more 
not burn, Think of the protec- ‘greatly reduces transmission rigid, more resistant to nor- 
tion two layers provide! of noise between rooms. mal framework movement. 


Undeniably, here’s one of the finer methods for build- 
ing walls and ceilings. It’s Laminated SHEETROCK— 
the modern double-wall system featuring two layers 
of this famous, fireproof gypsum wallboard. It offers 
all the outstanding advantages of regular SHEETROCK 
—fast erection, any decoration, early occupancy—plus 
the four important extras shown. 


: Before you specify, investigate this up-to-date dry- 


wall construction method. It’s something really new, extra beauty 

really advanced in walls and ceilings. Your U.S.G. Laminated SHEETROCK inte- 
. М А А riors are smooth, remain 

representative has complete details, or write direct. practically crack-free, 


United States Gypsum 


For Building . For Industry 


STATES 


Gypsum. * lime * Steel * Insulation * Roofing * Paint 
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Y 
Architects! 


Here’s your chance to 
win one of the cash awards totaling 
$5,000 — for the most interesting 
and practical new design for an eight- 
family garden-type apartment build- 


ing of wood frame construction. 


Open to: 
Architects, Designers, Draftsmen and Senior 


Students. Competition closes January 15, 1950 
s. prizes awarded March 15, 1950. 


Problem: 

We believe many existing housing problems can 
Ье, solved both economically and satisfactorily 
with’ a well-integrated combination of (1) the 
low-cost garden-type of structure with (2) tra- 
ditionally low-cost wood construction. 

This competition is intended to demonstrate how . 
well architectural grace, beauty and originality 
can be expressed in a multi-family dwelling de- 
signed in wood. 


The Prizes: 
MAJOR AWARDS 
First Prize ....... ...$1,500 
Second Prize .. ..$ 750 
Third Prize .............. $ 500 
Honorable Mention 
10 Awards at $100 each. 


Enter Now! 
For entrance application and contest rules, just 
fill out the coupon below. This competition is 
approved by the Committee on Competition of 
the American Institute of Architects. 


The 


STUDENT AWARDS 
First Prize ....... 
Second Prize ... 
Third Prize .................. 
Honorable Mention 
7 Awards at $50 each. 


Contest Secretary 

Wood Gardén Apartment Design Contest 
c/o Timber Engineering Company (Sponsor) 
1319 - 18th Street, М. W., Washington 6, D. С, 


Please send me entrance application form and contest rules for 
design of Suburban Apartment. 


FIRM (OR $СНООЦ................... ии лилии 


ADDRESS 


>= — o e — — — — — — 


- == 
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Mitco Open Steel Flooring, 


PHOTO MURALS 


WEST-DEMPSTER CO. 
100 West Lyon St. 
Grand Rapids 2, Mich. 
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One of Hendrick's. 
SDistinctive Grille Designs 


THIS attractive grille is the 2-inch Square Link, 
one of the hundred different designs in which 
Hendrick perforated metal grilles are available. 

Made in heavy-gauge aluminum, brass, 
bronze, copper, Monel, steel and stainless steel, 
Hendrick Grilles have ample open areas, are 
entirely free from burrs and other imperfections, 
and are uniformly flat, thanks to an exclusive 
Hendrick manufacturing process. Write for 
Hendrick Grille Catalogue. 


HENDRICK 


Manufacturing Company 
38 DUNDAFF STREET, CARBONDALE, PA. 
Sales Offices in Principal Cities 


Perforated Metals 
Perforated Metal Screens 
Architectural Grilles 


“Shur-Site’’ Treads and 
Armorgrids 
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' 


or appearance 


Simple, unobtrusive design 
blends with any architectural treatment. 


or performant 


Adjustment features insure 
positive control of air movement. 


| Kno-Draft ... adjustable air diffusers 


help solve problems 
of both form and function. 


FREE HANDBOOK —Send for FREE copy of new handbook on | gustum maman mmi im m A QI t C n n n Pn Ln P Е 


air diffusion. Complete information on Kno-Draft Adjustable : | 
Diffusers and all necessary engineering data to help you cre- п W. B. CONNOR ENGINEERING CORP. 1 
ate "custom-made" air patterns. Just fill in and mail the Е Dept S-80, 112 East 32nd Street, New York 16, Now York 1 
coupon. H Please send my FREE copy of the new Kno-Draft Hand- i 
I book on Adjustable Diffusers, 1 
: I 
gU. D: о pH n n A Маме анааан Aia i 
W. B. CONNOR ENGINEERING COR \ 
| — | _ о у _ ОБО, КАКОС LEID La cauda gud УОЛУ eu e rA RIS И, 
_ Air Diffusion-« Air Purification • Air Recover 
oe : d E | S Соп1райў TET 
112 East 32nd Street. "СС a New York 16, Бе n aso egre ee rr И АНА 
г IN CANADA: Douglas Engineering Сог, Ltd., 190 Murray Street, Montreal ТОО Г cae Zone..... State. 


Бы = эи ин к= эм ка эн пш ин иш ив мш эм эш ты мн пи пи и ни ры эн эн мн ки ми ии к ва Á— ый 
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straight through 
to the hardware 


Architect: 
John W. Maloney 


General Contractors: 
“Henry George & Sons 


Russwin Unit Locks in Enfield Design 
first choice for outstanding new - 
Washington State College Library! 


With functionalism the keynote of this modern 
college library, Russwin Unit Locks were the logical 
first choice. 


Russwin Unit Locks are much easier to install. No 
mortising or deep cuts are necessary— which saves time, 
labor and money. 

Russwin Unit Locks practically eliminate maintenance 
problems.’ You can depend on them for years of-trouble- 
free service. 

Good reasons why leading architects— coast-to-coast — 
are specifying Russwin Unit Locks for their most impor- 
tant jobs. Good reasons why you can make по wiser choice 

` for the next apartment, office or public'building you 
design. Russell & Erwin Division, The American Hard- 
ware Corp., New Britain, Conn. 


SINCE 1839 


—Russwit—— 


DISTINCTIVE HARDWARE 
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я ® Best Materials 
tl 
V4 Уе Finest Workmanship 


n. e Tréuble-free Valves and Fittings 
\ * Complete Sanitation 
Write.today for '49 HAWS Catalog. 
| Specify HAWS—and Ье surel 


Я SANITARY DRINKING FOUNTAINS 
ANS ELECTRIC WATER COOLERS 


HAWS DRINKING FAUCET CO. 


1441 POURTH STREET (Since 1909) BERKELEY 10, CALIFORNIA 
Agents and Sgios Reprdsentatives in All Principal Cities 


Why waste cash on costly dis- 
tribution systems to pipe heat 
all over your plant? Dravo 
Counterflo Heaters make it 
right where it's used, blanket 
working areas of 4,000 to 20,000 
за. ft. per unit with production- 
stimulating warm air. 

Counterflo Heaters also pro- 
vide ventilating air in summer. 100-150-foot air throw; no 
ducts needed for large open areas. Ой or gas-fired, readily 
converted. 80-85% eíficiency. Only power, fuel and vent 
connections required for installation. Stainless steel combus- 
tion chamber, rugged mill-type construction, АСА approved 
and UL listed. Reported total installed cost 50 to 66% less 
than wet-type systems. Ask for Bulletin DI-523 


D RAV о CORPORATION 


DRAVO BUILDING, PITTSBURGH 22, PA. 


Sales Representatives in Principal Cities 
Mfd. and Sold in Canada by Marine Industries, Ltd., Sorel, Quebec 
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36 YEARS OF SERVICE is the record of these 
Okonite cables. Despite puncture in conduit—which 
was apparently made with a star drill at least 
25 years ago—the cables continued to function 
perfectly although jammed in conduit at that point. 


268 


“LONG LIFE « ~• TRUE PROOF 


с 99 


oF e J CMACE 


Ж motto of HOTEL GIBSON, CINCINNATI, 
celebrating 100 years of hospitality 


p> Dedicated to “that extra service which means so much,” Cincinnati's 
famous Hotel Gibson this year celebrates its 100th Anniversary, Its 
motto: “Long life is the true proof of service,” 


In connection with its anniversary, the Hotel Gibson recently made 
certain wiring changes, necessitating pulling out an amount of the 
old cable, installed in 1913. Examination showed the cable to be 
Okonite — in such good condition that it will be re-used. 


“Notice bow pliable tbe rubber insulation still is and. bow it 
adheres to the well-coated conductor,’ writes Superintendent 
Albert Buenger, of the Hotel Gibson. “Conductors, insulation and 
braid are still in excellent condition. The appearance of this 
36-year-old cable is such that anyone would say it had only been re- 
cently manufactured, We are planning to use it over again where 
lengths are suitable, and tests show we'll make no mistake doing 50.” 


Yes, long life 25 the true proof of service—in cables as well as hotels, 
The performance record of these and many other Okonite wires and 
cables proves that using the best cable is always your best policy — 
and especially in these days of high installation costs. You can get 
full information on the time-tested features of Okonite insulated 
wires and cables by writing to The Okonite Company, Passaic, N. J. 


THE BEST CABLE IS YOUR BEST POLICY 


© E | T Es «а insulated wires and cables 


7730 
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'The Architect who specifies Church Mol-Tex seats 
does so with complete confidence. 
In schools, factories, hotels, public buildings... 
FACTORIES wherever rugged durability and low maintenance 
are prime considerations . . . there can be no other 
choice. | 


Never need replacing. The first cost is the last cost. 


HOTELS 


No. 99 
Church _ 
Mol-Tex Seat 


з 


PUBLIC BUILDINGS 


C. Е. CHURCH MFG. CO., HOLYOKE, MASS. 
Division of American Rapiator & Standard Sartitany corporation 


} 


Serving home and industry: AMERICAN-STANOARD * AMERICAN BLOWER • CHURCH SEATS » 


o 
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Luria Engineering Согр.................... 


Macomber, їпсогрога!е@й........,......... 80 
Mahon, К. C. Со........ зоо» 41 
Marlo Coil Со.................. 60 
Medart, Fred Products, Inc.... 45 
Medusa Porlland Cement Co...... 185 
. Michaels Art Bronze Co., Ine... 24 
Miller Сотрапу.................. 203 
Mills Company.......... .. 7 
Milwaukee Stamping Со.................. 190 


Minneapolis-Honeywell Control Systems Со. 31 


Minnesota & Ontario Paper Co., 17 
Minwax Company, Inc........ 202 
Mitchell Manufacturing Со............ 175 
‚ Modine Mfg. Со..................., 173 
Moulding, Thos. Floor Mfg. Co............. 236 
Natcor Store Fronts,, Lii. 264 
National Gypsum Company........ 46 
National Sanitary Supply Assoc........ 244 


National Tube Сотрапу.......,.......... 74 


Nelson, Herman Согрога!їоп............... 207 
Neo-Ray Products, Inc... cies 25 
Norton Company..... 239 
Ohio Hydrate & Supply Со............ 204 
Okonite Сотрапу.................. 268 
Otis Elevator Сотрапу................... 165 
Owens-Corning Fiberglas Corp..,.. ++ 84-209 
Owens-Illinois Glass Co......... e. 265 
Ozalid Оїуїзїөп,......................... 1 


Parkwood Согрога!їоп,...@.............›. 234 


MANUFACTURERS' PRE-FILED CATALOGS 
Symbols "а", "b", and "e" indicate that catalogs 
of firms so marked are available in Sweet's Files 


as follows: 


a—Sweet's File, Architectural, 1949. 
b—Sweet's File for Builders, 1949 
e—Sweet's File, Engineering, 1949 


a Pittsburgh Paint Со... у.о ззоюотюньноье 79 
abe Pittsburgh Plate Glass Company. .42-73-231 
а Pitlsburgh Reflector Company.... ess 217 
& Portland Cement Association... .. 54 
а Powers Regulator Company., e 2-3 
а Pyle-National Сотрапу.................. 233 
а Republic Steel СогрогаНоп,,......,.50=235-243 
abe Revere Copper & Brass, Їпс................_ 68 
a Reynolds Metal Сотрапу........,.......83=89 
а Reynolds Metals Co.— Aluminum Division.. 180 
ab Richmond Radiator Сотрапу............. 83 
Roberson, Ё. М, Сотрапу.........,....... 234 
ae Robertson, Н. Н, Со............. 219 
ab Roddis Plywood Corporation..... 216 
a Rohm & Haas Company.. 81 
а Rotary Lift Co, 242 
ae Ruberoid Co..... 90 
ab Russell, F. C. Company.. 264 
Russell & Erwin Division.. ......., 250 
ae Rust-Oleum Согрога!їоп.................‚ 160 
а Sanymetal Products Co., Inc, 79 
Sarcotherm Controls, Inc.. 47 
Schieber Mfg. Со......... 238 
Schlage Lock Company....... 23 
b Schundler, Р. E, & Co., Inc... 232 
a Seaporcel Metals, Їпс............ 34 
а Sedgwick Machine Works.... 178 
ab Servel, Inc............ 86-87 
Sexauer & Lemke Inc.... .... 20 
ae Sloan Valve Сотрапу.........ү....ү...4!һ Cover 
Sloane-Blabon Согрога!їоп................ 29 
Smith, Alexander-C, Н, Masland.......... 85 
Smithcraft Lighting Division... ..... 213 
Soss Manufacturing Со............... 
Southwest Air Conditioning Exposition..... 206 
а Speakman Сотрапу....,....,........... 226 
abe Stanley \МўогКз................. 62 
Statement of Очупег5һїЇр.................. 258 
ae Taylor, Halsey №, Со,...., . 232 
ab Thrush, Н. А. & Company. + 225 
abe ТИе-Тех Division... .... . 241 
Timber Engineering Co . 248 
ae Timber Structures, Inc.... . 252 
Titus Mfg. Согр....... . 230 
Todd Shiryards Сотр...........›.... . 202 
ab Trade-Wind Motorfans, [пе....., TM . 236 
abe Trane Сотрапу................ . 179 
a Trinity Portland Cemen! Division.. . 158 
ae Trumbull Electric Mfg. Co... ..... . 223 
abe Truscon Stzel Company. 235 
Truss Door Division... .. 246 
a Tuttle & Bailey, Inc ciiin nnns. 69 
a United States Сурит.................... 247 
ab United States Plywood Согр,..,.........,44-227 
ae United States Steel Corporation Subsidiaries 
63-74-229 
а Universal Atlas Cement Со..,............‚ 229 
a Van Range, John Co. se nn vss. 184 
a Vermont Marble Co... ses rn. 192 
ae Wakefield, Е, W. Brass Сотрапу..,....... 76 
ae Walworth Valves & РЇНЇпд$............... 155 


ae Webster, Warren & Со........ 
a Weis, Henry Mfg. Co.... 
West-Dempster Co... 

abe Westinghouse Electric Согр........... 


a Westinghouse Elactric Corp.—Elavator Div..70=71 
Weyerhaeuser Sales Сотрапу...........210=211 


ae Wheeling Corrugating Со.................. 
ae Wickwire Spencer Steel Div.. 
Wilmot Castle Company. es m 

ae Wing, L., J. Mfg. Со.................. 
а Worthington Pump & Machinery Согр...... 
a Wright Manufacturing Со................, 


ае York Согрогаћоп...................... 6. 
а Young Radiator Со.....................›. 


abe Zonolite Сотрапу............,...... 0... 
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NEW YORK—H. Judd Payne, Publishing Director; Robert F. Marshall, Business Manager: Tom Tredwell, Advertising Мог. Benton В, 
Orwig, Creative Service Manager; M. A. Murphy, Advertising Production Manager, 119 West 40th Street; BOSTON—Harry M. 
Horn, Jr., 855 Park Square Bldg.; CHICAGO C. B. Riemersma Robert Т. Franden, John М. Cogan, 700 Merchandise Mart; CLEVE- 
lAND—John C. Jackson, David К. Bortz, 321 Hanna Bldg.: DAILAS—O. О. Paulsell, 412 Construction Bldg.; LOS ANGELES—Bob 
Wettstein, 672 South Lafayette Park Place; PHILADELPHIA —Tom Tredwell, 1321 Arch St; PORTLAND—Bob Wettstein, 907 Ter- 
minal Sales Bldg; SAN FRANCISCO— Bob Wettstein, 1003 TWA Bldg., 240 Stockton St. 
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PIPE INSULATION 


Here's a real advance in pipe insulation you 
should know about—the broad adaptability of 
Kaylo Pipe Insulation in serving a 1000? range 
of temperature requirements. 'lo get a Kaylo 
Pipe Insulation sample and descriptive folder, 
fill in and send the coupon below. These are 
some of the reasons you'll be interested: 


€ Kaylo Pipe Insulation offers remarkable effi- 
‘ciency from 200° up through 1200°. It with- 
stands effects of vapor and water. 

© Simplified Dimensional Standards of thick- 
nesses and diameters allow snug-fitting nesting 
of successive layers, when necessary —simplify 
installation and permit minimum inventories. 

€ Easy to handle and apply, this strong, light- 
weight insulation can be cut, scored and sawed 
with standard tools. 

© The experiences of varied industries with 
millions of feet of Kaylo Pipe Insulation attest 
to its wide-range efficiency and long service 
capacity. 


Kaylo Pipe Insulation is available in nominal thicknesses from 
1 to 3 inches in 36-in. sections, for pipe sizes from V2 inch to 12. 
inches. Kaylo Insulation is also available in block'dnd lagging form. 
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WS pu 
она GEASS айа. 


Joven ame | 


MAIL COUPON FOR KAYLO 
PIPE INSULATION SAMPLE 
AND DESCRIPTIVE FOLDER 


This new folder tells you all about Kaylo 
Pipe Insulation—the available sizes and 
recommended thicknesses for various 
temperatures; physical characteristics; 
efficiencies, and heat losses. 


OWENS-ILLINOIS .GLASS COMPANY 


Kaylo Division Toledo 1, Ohio 
SALES OFFICES AT: 


Atlanta Cincinnati Philadelphia 
Boston Dallas St. Lovis 
Buffalo Minneapolis Toledo 
Chicago New York Washington 


PORA NE ee pe ge tW CIA S qp cq uU is ed 


Owens-Illinois Glass Company — Kaylo: Division 
Dept. F-406, Toledo 1, Ohio 


Gentlemen: Please send me a Kaylo Pipe Insulation sample 
and descriptive folder, 


МАМЕ, а.о жакка» 
FIRM... eese eee овоон О ГГ Л 
ADDRESS... „0... жа е ажа n 
СПУ, eese e STATE. eene 
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ус RUSCO 
porch enclosure 4 


designing, ааба ove 


Converts any 
porch into a 
beautiful, livable 


Costs About 1/3 As Much As Usual Building Costs 
Enhances The Appearance Of Any Home— 
Gives All-weather Comfort And Protection— 
Permits Wide Variation Of Interior Treatment 


A Rusco Porch Enclosure combines screens, vertically 
sliding glass panels, weather stripping and matching 
steel combination screen and stotm doors. 


Glass panels are easily removed from inside for clean- 
ing. Screen panels stay in place the year 'tound, Frames 
and doors are all-welded, finest quality, tubular, hot- 
dipped galvanized Armco Ingot Iron Zincgrip, Bond- 
erized for perfect paint adherence and finished with 
durable, baked-on, outdoor enamel. 


The patented Thermolok* Closure Frame makes align- 
ment and installation easy—automatically adjusts for 
expansion and contraction. Rusco Porch Enclosure 
design and construction permits perfect, permanent, 
weatherproof fit . . . unobstructed visibility and venti- 
lation... for any size or type porch. 


For detailed information call the nearest 
RUSCO dealer or write direct 


(NER one step ahead. : 
of the weather” with 


RUSCO, 


THE F. C. RUSSELL COMPANY 


DEPARTMENT 1-AR119 e CLEVELAND 1, OHIO 
World's Largest Manufacturer of Combination Windows 


ЖТ. М. НЕС APP. TOR 
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RUSSEN tj ri 


И 


KS 
© Guaranteed by A 
Good и 
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FITZGIBBONS 


For 63 years, the right name in 


STEEL BOILER HEAT 


“во” SERIES 


"р" TYPE 


"400" SERIES 


A.S.M.E. CODE 
‘Constructed 


HYDROSTATICALLY 
Tested 


HARTFORD INSURANCE: 
Inspected 


S.B.l. CODE zated 


Fitzgibbons Boiler Company, Їпс. 101 PARK AVE. NEW YORK 17, N. Y. 


METAL ror STORE FRONTS 


FULLY EXTRUDED 
ALUMILITED ALUMINUM 


SEE\OUR 
CATALOG IN 
SWEET'S 


STORE 
FRONTS 


PROVIDENCE 9 
RHODE ISLAND 
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Marcel Breuer: 
Architect and Designer 


by Peter Blake 


This fascinating life story of the great contemporary 
architect, Marcel Breuer, is that rare publishing achieve- 
ment — a biography which captures wholly the essence 
and spirit of its subject. 

It is a book that will strike a responsive chord in the 
heart of every architect and designer; it is a book that 
will instruct, charm and inspire you, and one which you 
will be proud to display on your library shelf. 

Peter Blake, author of the book and Curator of Archi- 
tecture and Design for the Modern Museum of Art, has 
drawn heavily on actual reproductions of Breuer's work 
to explain in terms 
more graphic than 
words the archi- 
tect’s growth and 
development. To 
many, this visual 
treatment alone 
will be worth many 
times the modest 
price of the book. 

$4.00 |. 


196 illustrations 
128 pages 

815 к 11 

stiff cloth 
binding. 


The Restoration of 
Colonial Williamsburg 


The Greatest Adventure Story 
in the Annals of Architecture 


How architects trained in Egyptian archeology forced 
the secrets ef the sumptuous lost capital of Colonial 
Virginia . . . discovered "this incomparable menument 
to early American history and агї”... and reconverted 
it into a going community! 

The modern Месса for Americans is pictured with 
125 illustrations, including a portfolio of radiant photo- 
graphs by F. S. Lincoln. This celebrated 104-page re- 
print, 9 x 12, bound in heavy cloth, is now available at 
the mass production price of $2.50. 


Use this coupon... Today?! ш» 


_—-—------------—-------------------------------------—- 


The Last Lath 


by Alan Dunn 


* If these cartoons don’t strike you as 
funny, then you've never built а 
house, or even lived in one.” — San 
Francisco Chronicle. 


* If a housewarming present is puz- 
zling you, this is the answer." — 


New York Herald Tribune. 


Ап album of 152 cartoons. For many years the readers 
of ARCHITECTURAL Recorp have laughed at the sly and 
intimate cartoons of Alan Dunn. “The Last Lath” is a 
selection of 152 of his cartoons on architecture, building 
and real estate. 96 pages, 8 x 10, with a black and yellow 
picture jacket. $2.50. 


Book Department, ARCHITECTURAL RECORD 
119 West 40th Street, New York 18, N. Y. 


You may send me the following books: 


TITLE PRICE 
Marcel Breuer: Architect and Designer $ 4.00 
Planning Stores That Pay.......... 15.00 
Time-Saver Standards............. 12.00 
Hospital Planning................. 


COPIES TOTAL 


The Last Lath... 0... ... lusus. 2.00. e cm 
Restoration of Colonial Williamsburg 2:90 el hac 
Other books available: 
Architectural Graphic Standards by ; 

Ramsey and Зеерег.............. $ 650 шше зен 
Simplified Engineering for Architects 

and Builders by Harry Parker. ..... 3.25... icc ums 
Engineering Contracts and Specifica- 

tions by Robert W. Abbett. ......... 3.75. uult due 
Architectural Specifications by Harold 

Sleeper ааа а Жу рарын 12.00- из сданы 
Architects and Builders Handbook by 

Frank Kidder and Harry Parker. . . . 8:90: дли: = 
Radiant Heating (revised) by Т. 
` Napier Айат.................. 6:00. anus et 
'The House for You by Catherine and 

Harold 5Їеерег.................. 5:00: o лын 
Genius and the Mobocracy by Frank 

Lloyd #тїам................... 5:00; „ыыы: кабана 
New Ways of Building Edited by Eric 

de Maré... icc eee eee 6:90. Ln seen 
Book of Interior Decorating by Marie 

Derieux and Isabelle Stevenson. . . . . 6:05. ume sus 
Architectural Practice by Clinton Н. 

Cowgill and Fred N. Severud....... 12:00: - 4. iu emus 
Apartment Houses by Joseph Н, Abel 10.00... eee 


Plus 2% sales tax for delivery in New York City 


Iinclose $........................ 


(bI MM 


ZONE STATE 
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* 
This Year... 


Give Books! 
* 


Kon the client ог business associate, for the 
professional friend or relative who “Ваз every- 
thing"... for the hard-to-please person . . . books 
are ideal gifts. Always in good taste; always 
welcome. 


Books typify the personal interest and thought- 
fulness you want to express subtly and graciously. 
And the selections described below are particu- 
larly apt for those whose interest in architecture 
parallels your own. 


No pushing, shoving or standing in line to shop! 
Just select your books... then fill out and return 
the coupon. 


Time-Saver 
Standards 


ARCHITECTURAL RECORD's. 
monumental 10-year collection 
of basic data on architectural 
design, engineering data, ma- 
terials technology and building 
ра 277 complete “Time- 

aver Standards” аз selected 
month by month for publication from the masterworks 
of the nation’s leading authorities. 

Experience shows that a single item in “Time-Saver 
Standards” can save hundreds of dollars in economy 
construction and many hours of your own valuable time. 
Advantages аге two edged: (1) "l'ime-Savers" to stream- 
line the drudgery of the planning board and (2) “Stand- 
ards” against which to check the work of designers, 
draftsmen, and specifications writers. 

The wealth of basic data on 656 pages, with 1000-plus 
illustrations, is quickly and easily available via the 
4-page Table of Contents... and the 12-page Index 
with its 1700 subject entries! $12.00. 


TIME-SAVER 
STANDARDS 
а 


Planning Stores that Рау 


by 
Dr. Louis Parnes 
А.Т.А. 


“Planning Stores That Pay" reveals the simple but 
scientific new techniques for deriving optimum store 
design from available financial data. Object: maximum 
per-dollar sales per square foot. | 

With this book architects can demonstrate to a store 
administrator, in his own language and figures, the 
economic soundness of their design, and thereby relieve 
his basic worry, and clear the way for greater freedom 
in the conception of decor. 

"Planning Stores That Pay" with 500 photographs, 
diagrams, tables and charts is a huge compendium of 
live new case histories, rounded up from America's most 
dollar-minded stores and from the works of the most 
celebrated architects. 

This basic and comprehensive new textbook is ap- 
plicable to the replanning of the backlog of myriads of 
stores known to be architecturally obsolete. 300 pages, 
888 x 1114. 80-Ib. coated stock. Неауу cloth binding. 
Detailed Table of Contents. Comprehensive Index. 
$15.00. 


Hospital Planning ‹ 


by Charles Butler, Е.А Т.А. and 
Addison Erdman, A.I.A. 


А complete, authoritative 
manual, featuring the new 
and unprecedented facili- ` 
ties demanded by ad- 
vanced techniques in 
hospitalization. 

Hundreds of case his- 
tories covering the most 
striking features of 51 
modern hospitals and the 
work of 30 celebrated 
architects — posing actual 
problems and showing how 
they were solved. 

266 illustrations: 32 photographs, 1l site plans, 187 
floor plans, and 38 special unit plans of rooms, wards, 
departments and construction details. 232 pages, 814 x 
11. Зай cloth binding. Comprehensive Index. $15.00. 
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Show your Clients these. 


modern 


Automatic Anthracite Heating Units 


2. The Revolutionary Anthratube—saves on 
fuel bills... its proved efficiency is over 80%. This 
scientifically engineered boiler-burner unit, with 
“Whirling Heat” and other revolutionary features, 
produces quicker response, superior performance than 
units using other types of fuel. Fully automatic. 


3. Anthra-Flo furnace-burner unit `~ 
—An entirely new type furnace-burner 
which features a simple burner mechanism, 
attached by two bolts with all working parts 
easily accessible. Fully automatic, coal feeds direct 
from bin across single stationary perforated plate... 
ashes discharge by gravity into container within unit. Avail- 
able for steam, hot-water and warm-air heating systems. 


ANTHRACITE INSTITUTE 


101 Park Avenue e New York 17, New York 


NOVEMBER 1949 


They save up to 52% annually on fuel bills 


@ 1. Automatic Anthracite Stokers— 

Installed in an existing boiler or furnace, 

or in new houses, automatic hard coal stokers 
deliver plenty of heat quickly ... save up to 52% 
on fuel bills . . . eliminate fuel worries. 


Topay YOU CAN OFFER YOUR CLIENTS 
modern automatic heat with Anthracite 
equipment. 


You can show your clients how to save 
money ... as much as $100 to $200 every 
year and yet have plenty of heat—clean 
heat—even heat—and no worry about 
future supplies or deliveries. 


For complete information about (1) new 
anthracite stokers (2) revolutionary 
Anthratube or (3) Anthra-Flo, just fill in 
and return the coupon below. 


ANTHRACITE INSTITUTE 
101 Park Ave., Dept. 11-B, New York 17, N. Y. 


Please send me more information on 


1. New Anthracite Stokers 
2. Revolutionary Anthratube 
3. Anthra-Flo furnace-burner unit 


Name. 

Address 

City. Zone. State 
PLEASE PRINT 
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Still at 
Pre-war Price 
5* ... less in quantity == 


A NAME FAMOUS — — 


FABER -LASTELL = 


NC. NEWARK ^, 4, М.Ј 


L COMPANY 
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CONNOR 


Forest Products Since 1872 


“LAYTITE” 
MAPLE FLOORING 


MFMA Specifications 
The World’s Finest — Bar None 


Write For Illustrated 75th Anniversary Booklet 


CONNOR LUMBER AND 
LAND COMPANY 


PHONE No. 3 


Marshfield, Wisconsin P. O. Box 112-R 


Behind the Mills — The Connor Timber Stands 


THERE’S NO PANACEA 
FOR VENTILATING ILLS 


Burt Free-Flow 


Burt engineers learned long ago that no one type of venti- 
lator is efficient for all installations. Even the same build- 
ing, when used for the manufacture of another product, 
may require ventilating changes. That’s why the Burt 
line includes a type and size for every need — why Burt's 
50-year experience is an important consideration in 
selecting your ventilating equipment. 


d HR SEND 
THE BURT MFG. CO. ТАКЕ 

'" ROOF VENTILATORS * OIL FILTERS | 

Ў EXHAUST HEADS 


48 E. South Street, Akron 11, Ohio, U.S.A. 


e 
Burt Engineers 
are glad to 
help on plans 
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‚ Industry needs more low-cost plants like this! 


and the industrial architect can serve more clients 
—by planning new construction around STANDARD BUILDINGS by LURIA 


© 


EMPLOYEES 
PARKING 


PROCESSING 


RAILROAD SPUR, 


RAV FOOD RECEIVING 


Plan of processing 
plant is designed 
around these four 
Luria units — all with 
40-foot spans. 'The two 
large units, with eave 
heights of 12 and 20 
feet, are joined by a 
20-foot wide lean-to. 


STANDARD 
BUILDINGS 


BY 
Luria buildings are 
available now—with 
clear spans of 40 to 
100 feet, eave heights 
of 12 to 20 feet and 
any desired length in 
increments of 20 feet. 


NOVEMBER 1949 


Industrial housing needs are greater today than ever 
before. New industries want to build, old ones want to 
expand or decentralize. Nearly all are following the cur- 
rent trend to one-story buildings—and nearly all are 
faced with the problem of high building costs. 

For a practical solution to this problem, more and more 
architects are designing around Standard Buildings by 
Luria. These permanent, one-story structures have saved 
many companies up to 3096 on their building costs. More- 
over, they are easy to erect, economical to maintain, and 
available now! | | 

Far from limiting the imagination of the architect, 
Luria buildings actually create new opportunities for 
design, and widen the circle of his prospective clients. 
For here is a new and flexible medium to work with, offer- 
ing the architect a wide choice of collateral materials, 
optional features and multiple arrangements. 

And Luria buildings are by no means confined to indus- 
try. Shopping centers, schools, bus terminals, churches — 
these are just a few of the hundreds of applications where 
Luria buildings offer all the cost-saving advantages of 
standardization, yet give the widest possible architectural 
freedom, For information on the complete Luria line, send 
for our new, 20-page catalog. 


——————————— a a aa 


LURIA ENGINEERING CORPORATION, Dept. D30 
500 Fifth Ave., New York 18, М. Y. 


Gentlemen: Please send me a copy of your new catalog (AIA File 14i). 
NAME sees 


КҮСЕ вене, 


COMPANY... 


ADDRESS: is Lnd dnd uie cet edt itm b dnd 
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fedders 


A GREAT NAME SINCE 1896 


Proved Бу Performance 


© Architects, contractors and building owners approve 
the compact size, quiet operation and simple installation 
of Fedders Electric Water Coolers. The world-wide per- 
formance record of thousands of Fedders-built Electric 
Water Coolers speaks for itself. 

Available in Bubbler and Bottle types to suit your 
requirements. 

Write for catalog 


FEDDERS-QUIGAN CORPORATION 
BUFFALO 7, N. Y. 


STATEMENT OF THE OWNERSHIP, MANAGEMENT, CIR- 

CULATION, ETC., REQUIRED BY THE ACT OF CONGRESS 

OF AUGUST 24, 1912, AS AMENDED BY THE ACTS OF MARCH 
3, 1933, AND JULY 2, 1946 


Of ARCHITECTURAL RECORD, combined with American Archi- 
tect & Architecture, published monthly at Concord, New Hampshire, 
for October 1, 1949, 


State of New Уогк, County of New Уогк } ss. 


Before me, a Notary Public, in and for the State and county aforesaid, 
personally appeared Н. Judi Payne, who, having been duly sworn 
according to law, deposes and says that he is the Publishing Director 
of the Architectural Record, combined with American Architect & 
Architecture, and that the following is, to the best of his knowledge 
and belief, a true statement of the ownership, management, etc., of 
the aforesaid publication for the date shown in the above caption, 
required by the act of August 24, 1912, as amended by the acts of 
March 3, 1933, and July 2, 1946. 


1, That the names and addresses of the publisher, editor, managing 
editor, and business managers are: 


Publisher, F. W. Dodge Corp., 119 West 40 Street, New York 18, 

үз Editor, Harold D. Hauf, 119 West 40 Street, New Vork 18, 

N. Y.; Managing Editor, Emerson Goble, 119 West 40 Street, New 

York 18, N. Y.; Business Manager Robert F. Marshall, 119 West 40 
Street, New York 18, N. Y 


2. That the owner is: at owned by a corporation, its name and 
address must be stated and also immediately thereunder the names and 
addresses of stockholders owning or holding one per cent or more of 
total amount of stock, If not owned by a corporation, the names and 
addresses of the individual owners must be glven. If owned by a firm, 
company, or other unincorporated concern, its name and address, as 
well as those of each individual member, must be given.) 


Е. W. Dodge Corp., 119 West 40 Street, New York 18, М. V. 


Names and Addresses of Stockholders Owning or Holding One Per Cent 
(195) or More of Total Amount of F. W. Dodge Corporation Stock at 
August 26, 1949: 


Paul Abbott, c/o Irving Trust Co., 1 Wall St., New York, New York; 
Dana T. Ackerly, 15 Broad St., New York, New York; May Gibson 
Baker, Apt. D-5, 35-34 84th Street, Jackson Heights, L. I., New York; 
Howard J. Barringer, 49 Lawrance Lane, Bay Shore, New York; Alan 
R. Breed, 15 Broad Street, New York 5, New York; James McV. Breed, 
15 Broad Street, New York, New York; William C. Breed, Jr., 15 
Broad Street, New York 5, New Vork; Mary F. Broadwell, 423 West 
120th Street, New Vork, New Vork; Dwyer & Company, 22 William 
Street, New Vork, New York; Eddy & Company, P.O. Box 706, Church 
Street Annex, New York, New York; C. А. England & Company, 165 
Broadway, New York, New York; Sumner Ford, 15 Broad Street, New 
York, New York; Sumner Ford and: Underwriters Trust Company, 
Trustees, c/o Trust Department, 50 Broadway, New York, New York; 
Irving W. Hadsell, 119 West 40th Street, New York, New York; 
Thomas S. Holden, 119 West 40th Street, New York, New York: 
Laura Morgan Jackson, ‘‘Stonewalls,’’ Ridgefield, Connecticut; Frances 
M. McIntosh, 524 Fifth Avenue, New York 18, New York; George W. 
Morgan, 90 Broad Street, New York 4, New York; Gerald D. Morgan, 
5509 Edgemoor Lane, Bethesda, Maryland; Helen D. Morgan, 399 
Park Avenue, New York, New York; T. Oliver Morgan, 25 Ridge Croft 
Road, Bronxville, New York; T. Oliver Morgan, Trustee, 25 Ridge 
Croft Road, Bronxville, New York; Cordelia Dana Nash, Apt. 15 B, 
60 East 96th Street, New York, New York; Minnie С. Ort, Port Mur- 
ray, R. D., New Jersey; George H. Partridge, 9 Towers East, Bronx- 
ville, New "York; Jane А. Pratt, c/o Manufacturers Trust Company, 
741 5th Avenue, ‘New York, М. ү, William J. Quinn, 15 Broad Street, 
New Vork, New York; John J. Traynor, Trustee, 15 Broad Street, 
New York 5, New York; Marcus Wayne, 2489 Overlook Road, Cleve- 
land Heights, Ohio; Н. А, Whitten & Company, 165 Broadway, New 
York, New York; Chauncey L. Williams, 119 West 40th Street, New 
York, New York; Helen Morgan Voung, 71 Summit Avenue, Bronx- 
ville, New York. 


3. That the known bondholders, mortgagees, and other security 
holders owning or holding 1 per cent or more of total amount of bonds, 


'mortgages, or other securities are: NONE. 


4. That the two paragraphs next above, giving the names of the 
owners, stockholders, and security holders, if any, contain not only the 
list of stockholders and security holders as they appear upon the books 
of the company but also, in cases where the stockholder or security 
holder appears upon the books of the company as trustee or in any 
other fiduciary relation, the name of the person or corporation for whom 
such trustee is acting, is given; also that the said two paragraphs con- 
tain statements embracing affiant' s full knowledge and belief as to the 
circumstances and conditions under which stockholders and security 
holders who do not appear upon the books of the company as trustees, 
hold stock and securities in a capacity other than that of a bona fide 
owner; and this affiant has no reason to believe that any other person, 


association, or corporation has any interest direct or indirect in the 


said stock, bonds, or othe: securities than as so stated by him. 


H. JUDD PAYNE, 
Publishing Director. 


Sworn to and subscribed before me this 29th day of September, 1949, 
(SEAL) IDA A. PETERSON, Notary Public in the State of New York. 
Appointed for Westchester County, New York County Clerk's No. 545. 
Commission expires March 30, 1951. 
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The A.B. Hirschfeld Press, ` Som Ford Motor Company, 
Denver, Colorado | à Ypsilanti, Michigan 


Fine architecture, sound construction, well-planned interior design, 
and internal services, such as elevators and air conditioning, pro- 
mote a building's reputation. Yes! and IBM Electric Time Systems! 


The new IBM Time System with Electronic Self-regulation is in- 
stalled in the outstanding new buildings pictured here, and in 
hundreds of others—old and new—the соу over. It is s the great 


write the local IBM. Бас (Br the address belon) for informatio 
on this equipment and other IBM Electronic Business Machine: 


Administration Building, Imeson Airport, 


Jacksonville, Florída The Dallas Marning News, 


Dallas, Texas 


INTERNATIONAL BUSINESS MACHINES CORPORATION 
World Headquarters Bldg., 590 Madison Ave., New York 22, N. Y. 
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tul CARE” 


The floor is down, and it looks great. Every- 
body’s happy--architect, contractor and client. 


“HANDLE WITH 


But don’t stop there! Without proper care, 
that same floor will be scarred, pitted, 
checked or choked with dirt in a pitifully 
short time. 


What is "Proper Care"? Ask any archi- 
tect who has specified HILLYARD Care... 
or talk just once with a Hillyard “Maintain- 
eer", Either one of them can explain in a few 
minutes how the Hillyard plan never gives 
floor troubles a chance to get started! 


Take Time to investigate Hillyard 
Care now. We'll be glad to send you a 
complete catalog of products and give 
you the name of your nearest Hillyard 
“Maintaineer”, And remember — write 
for your Hillyard AIA Specification 
File Today. 


FREE! 


HILLYARD’S AIA SPECIFICA- 
TION FILE— 


Gives clear, concise specifica- 
tions for every type of floor- 
ing — proper treatments for 

new and old floors. 


SEND FOR YOUR FILE TODAY! 


ST. JOSEPH, 
MISSOURI 


Branches in Principal Cities 
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Cram & Ferguson 


John Hancock 
Life Ins. Co. Building 


Architects — 


Boston, Mass. Engineers 
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- ROCHESTER 7, N.Y. 


PREFABRICATION 
IN BUILDING 


By RICHARD SHEPPARD, Е.В.Т.В.А. 


This book examines the development of prefabrication 
in England, America and elsewhere, and analyzes in de- 
tail the various systems — some commercial and some 
merely experimental — which have so far been used. It 
considers the important relationship between prefabrica- 
tion and the industrial and economie background in 
various countries and outlines the changes that prefabri- 
cation is bringing about in building procedure. 

- No builder or architect who.is seeking ways to econo- 
mize on house construction can afford to miss this yalu- 
able guide — 148 pages printed in large clear type on 
heavy coated paper, well indexed and illustrated with 163 
excellent photographs and diagrams. $5.50 per copy. 
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Book Department, ARCHITECTURAL RECORD 
119 West 40th Street, New York 18, N. Y. 
I enclose $............ Send ше.......... сору(в) of “PREFAB- 
RICATION IN BUILDING,” by Richard Sheppard at $5.50 per 
сору. (Add 2% Sales Tax for New York City delivery — $5.61 in all) 
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For years Tabasco Water Heaters have played the role of “Old 
Faithful” for countless hotels, hospitals, apartments where a con- 
stant supply of hot water is a “must.” But in contrast to “Old 
Faithful”... which delivers hot water at intervals of 60 minutes 
. Tabasco Heaters deliver hot water continuously, every minute, 
all around the clock. 


5 Sizes... 165 to 700 gals, 
per hour... 50? rise 
There's nothing to get out of order so 
repairs are NIL. Boiler size door makes . 
firing easy with a man-size scoop shovel. 
Front ash door provides easy access for 
cleaning out ashes. 


A Direct Hot Water Heater 

. . for Hand Firing 

Built of steel plate, a Tabasco can take 
buse. Hydrostatically tested а! 150 
dbs., for water working pressures up to 
100 pounds, it withstands high pressures 
from any city water mains. 
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New Bond Store Air Con- 
ditioned throughout with 


Frick Refrigeration 


This Bond Clothing Store at Reading, Penna., 
is the newest in a chain of 68. Remarkable for its 


SEW, 
t. 9 


super-modern design 
and appointments, the 
store is kept cool 

hot weather with three 
_ Frick NEW "ECLIPSE" 


_refrigerating machines. 


Whether you need 
an air conditioning, 


ч 


refrigerating or ice 


making system, you 


can buy it in any com- 


The Whole Building is " А : 
mercial industrial 


Air Conditioned or 
size from 


DEPENDABLE REFRIGERATION SINCE 


RICK; 


WAYNESBORO, PENNA. 
Also Builders of Power Farming and Sawmill Machinery 


NEW "ECLIPSE" Compressors at Bond Clothing Store, 
Reading, Penna. 


3i t 
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Now you can specify an efficient acoustical ma- 
_terial which combines lowest cost with maximum 
fire protection, handsome appearance and excep- 
tional ease of application. It is firesafe Zonolite* 
Acoustical Plastic. 

Applied like ordinary plaster, it bonds to any 
clean, firm, water-resistant surface including con- 
crete, masonry, or plaster—curved, irregular or 
flat. There's no furring, lathing, cutting or г fitting 
—no unsightly seams to catch dirt. 

Because of these and other cost-cutting factors, 
Zonolite Acoustical Plastic can often be used where 
other acoustical treatments would be out of the 
question. But, why not have complete data in your 
files? Write today to Dept. AR-119. 


ZONOLITE COMPANY 
Dept. AR-119, 135 S. La Salle Street, Chicago 3, Ш. 


*Zonolite is a registered trademark. 


ALUMINUM 
WINDOWS 


This seal assures windows that, when 
tested by the independent Pittsburgh 


a Testing Laboratory, meet the A.W.M.A. 

: quality specifications for materials, 
construction, strength of sections, and 
minimum air infiltration requirements. 


For complete specs covering “Quality- 
Approved" aluminum windows— 
double-hung, casement and projected 
—and names of approved manu- 
facturers, consult Sweet's or write to 
the address below, Dept. К. 


ALUMINUM WINDOW MANUFACTURERS: ASSOCIATION - 
209 Cedar Avenue, Takoma Park, Washington 12, D. C. 
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SOMETHING NEW IN HIGH LEVEL ILLUMINATION! 


“F OTA-LITE" with louvers 


sealed in thin 


smooth glass, gives you a clean, dust-tight installation 


"FOTA-LITE," Corning's newest lighting glass- 
ware, is designed for efficient high level illumina- 
tion. Instead of bulky, hard to clean materials, you 
control light distribution with louvers sealed in a 
thin panel of glass. Thus, fixtures сап be made 
shallower and dust-tight. The smooth surface of 
“Fota-Lite” can be wiped clean quickly. Original 
efficiency remains unimpaired. 

Due to a cell size mauy times smaller than con- 
ventional louvering materials, this glass, in a fixture, 


has the appearance of plain opal. However, light 
directed vertically passes almost unrestricted 
through the clear sections. 

Strong, light in weight, free of warpage and avail- 
able in standard or special patterns, *Fota-Lite" 
combines many advantages which radically im- 
prove louver panel lighting. It is also non-color 
selective, important in maintaining true color 


values. Ask for Bulletin LS-19. 


LOUVERED GLASS FOR MODERN LIGHTING—A NEW LOUVERING MATERIAL 


CORNING GLASS WORKS CORNING GLASS WORKS, DEPT. ARI, CORNING, "a 


lighting Sales Department Please send Bulletin 15-19, describing Fota-Lite, 
Corning, New York МАМЕ . TITLE 


SALES OFFICES: COMPANY. 


New York `- ADDRESS. 
Chicago 
San Francisco > CITY. ZONE. STATE 
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Your Guide 


Timber Construetion 


To supply you with working information 
about modern timber construction the forthcom- 
ing edition of Sweet's Architectural and Engi- 
neering files will contain an illustrated 8-page 
catalog of Timber Structures products of engi- 
neered wood, Extra copies are available without 
charge upon request. 


Included are these subjects: 


Practices of glued lamination 
Cathedral arches 

Tudor arches and rigid frames 
Girders and columns 

Barrel arches 

Parallel chord trusses 
Bowstring trusses 

Portable bleachers 


To get your copy of this guide to modern timber 
construction, see your nearest Timber Structures 
representative, ot write directly to us. 


TIMBER STRUCTURES, INC. 


Р.О. BOX 3782, PORTLAND 8, OREGON 
Offices in Boise, Idaho; Eugene, Oregon; Lawrenceville, N.J.; 
Chicago; Dallas; New York; Seattle; Spokane 


TIMBER STRUCTURES, INC. OF CALIFORNIA * Oakland and Sacramento 
Local representatives coast to coast, 
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Mat WATER 


with, FORMULA “640 


A clear liquid which penetrates 
deeply into masonry surfaces. 


The hydrocarbon solvent evap- 
orates, leaving the pores filled 
with a balanced formula of seven 
different waxes and resins. 


See our catalogs in SWEET'S 
and En- 


gineering Files 7 under Water- 
proofing and Dampproofing. 


Architectural Files = 


WRITE OUR ENGINEERING DEPARTMENT for 
Office test kit, technical data, or regarding 
any special problem 


J. Wilbur Haynes, Engineer 


HAYNES PRODUCTS CO. 


4007 FARNAM STREET е ОМАНА 3, NEBRASKA 


REALOCK FENCE 


.  . YOUR WATCHMAN OF STEEL 


Here's a watchman of sturdy steel that will guard your 
property day and night against trespassing, arson, 
theft and other hazards. 

Realock® Fence is made of steel wire, heavily gal- 
vanized. Tamper-proof, weather-resistant and non- 
climbable, Realock Fence provides maximum property 
protection when topped with barbed wire. 


WRITE FOR FREE ESTIMATE 


WICKWIRE SPENCER STEEL DIVISION 
361 DELAWARE AVENUE + 


THE COLORADO FUEL AND 


BUFFALO 2, NEW YORK 


TRON CORP. 
CONTINENTAL OIL BUILDING + DENVER 2, COLORADO 


THE CALIFORNIA WIRE CLOTH CORP. 
J080—191TH AVENUE “© OAKLAND 6, CALIFORNIA 
BRANCHES & DISTRIBUTORS IN KEY CITIES EVERYWHERE 
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Everything your clients want 
in roofing - - | 
including economy! 


Under 6 acres of roof, New York's famous Metropolitan 


Museum of Art houses approximately a million treas- ` 


ures, reaching back through 5,000 years of history. 

No wonder the Metropolitan wants the protection of 
Monel* Roofing Sheet! Their experience with this eco- 
nomical, corrosion-resistant Nickel Alloy goes back 13 


years... 


THIS 15 ONE of the build- 
ings which was partially re- 
paired with MONEL. So satisfac- 
tory has been ifs performance 
during the last 13 years, that the 
entire roof is now being com- 
pleted in Monel. Section of origi- 
nal roof still visible at left of 
scaffolding. 


CHECKING MEASURE- 
MENTS. With the exception ^? 
of a patented type of skylight 
supplied by Н. Н. Robertson Co., 
Pittsburgh, Pa., all of the Monel 
sheet metal parts were prefabri- 
cated in the shop of Chrystie 
Cornice & Skylight Works, Inc., 
New York. 


CONTRACTOR 
7" EXAMINES ad- 
justable Monel louver. 
Twice as rigid and 
strong as commonly- 
used materials, Monel 
permits thinner gauges 
to be used for stand- 
ard roofing parts. Use 
of crimped Monel 
sheet for base flash- 
ings made possible 
elimination of expan- 
sion joints, 
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IN 1936, 120,000 square feet of Monel were used to replace faulty 
roofing parts at the Metropolitan. The old roof had pitted, eroded 


and fractured so badly that many priceless collections were endangered 
by leakage. 


LOOKING DOWN at the 
new installation. Monel 
Roofing Sheet, which fabricates 
readily, has been used for sid- 
ing, base and coping flashing, 
flat and standing seam roofing, 
skylight frames, fastenings, gut- 
ters and snow guards, 


WORKER USES MONEL 
cleats and Monel "Anchor- ^ 
fast” nails to cleat down the pre- 
fabbed sections. (Inset) Note the 
annular grooves of the corrosion- ү 
résistant “Anchorfast” nail. These | 
grooves give the hammer-driven 
"Anchorfast" the holding power 
of a screw. 


«А FINAL ADJUSTMENT of 
"* erimped, pre-formed Monel 
coping flashing. Strong, tough 
Monel resists stormy winds and 
heavy gusts that pry up flashings 
from masonry they are designed 
to protect. Through-wall and сар 
flashing at parapet base also 
Monel. 


ARCHITECTS! Send for bulletin, Basic Application Data 
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Architectural Section 
The International Nickel Company, Inc. 
67 Wall Street, New York 5, N. Y. 


Please send me, without obligation, your bulletin that 
describes Monel Roofing Sheet’s properties and characteris- 
tics, provides a sample specification wording and tells how 
to save money by reducing sheet metal thickness. 


Name... Я КТА TEES 


Ei vss etos ТУЯ MEM 


251 


